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San Diego Police Department 
Investigator’s Report 

August 8, 2018 

1713 Hours 

1100 S. 40 th Street, San Diego, California 92113 
Officer Involved Shooting Investigation I.A. #2018-0452 


CONFIDENTIAL: THIS REPORT IS FOR THE EXCLUSIVE USE OF THE CHIEF OF 

POLICE AND/OR CITY ATTORNEY. 


OFFICER INVOLVED: PITTS, Cory L., PO-II, ID #7564 

Date of Hire: 04/28/2016 

S.D.P.D. Southeastern Division - 2 nd Watch 

(619) 527-3500 (W) 

B/M, Age: 33 Years 

WEAPON USED: 9mm Glock, Model 17 Gen 

Department issued firearm 


SUBJECT: 


DENHAM, Vaughn 

Unemployed 
B/M, Age: 48 Years 


WEAPON USED: 


Four-Foot long trailer hitch metal chain 


WITNESS OFFICERS: IWATSURU, Jeffrey, PO-II, ID #7129 

Date of Hire: 10/25/2013 

S.D.P.D. Southeastern Division - 2 nd Watch 

(619) 527-3500 (W) 

A/M, Age: 34 Years 


LANGLEY, Emery C., PO-II, ID #7523 

Date of Hire: 03/03/2016 

S.D.P.D. Southeastern Division - 2 nd Watch 

(619) 527-3500 (W) 

W/M, Age: 29 Years 


Reporting Officer: 
Approved by: 

Lr 


Cynthia Hanna, Sergeant 


Paul Phillips, Lieutenant 



ID: 5052 Division Internal Affairs 


Date of Report: _ February 19, 2019 
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VICTIM INTERVIEW: 


OTHER WITNESSES: 
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SUMMARY: 


On August 8, 2018, at approximately 1711 hours, San Diego Police received a 911 call reporting an 
assault with a deadly weapon. Witnessesreportedseeing a male, later identified as VaughrODenham, 
attack another male, later identified Witnesses reported Denham hitting ^^Jin the 

head and torso with a machete. 

Officer Pitts responded to the call and advised dispatch he was making contact with a person matching the 
description of the suspect. As Officer Pitts was getting out of his vehicle, Denham ran up to the car and 
swung a four-foot long metal chain striking Officer Pitt’s vehicle. Officer Pitts removed his Taser and 
ordered Denham to drop the chain. Denham refused and began walking towards Officer Pitts while 
swinging the chain. Officer Pitts deployed his Taser, which was ineffective in stopping Denham. 

Officer Pitts then removed his duty weapon from his holster and pointed it at Denham. He continued to 
retreat from Denham for a block and a half to keep from being struck with the chain. Denham continued 
to close the distance between him and Officer Pitts shifting the chain from hand to hand. After giving 
multiple commands to “Drop the chain or I will shoot,” Officer Pitts fired two rounds from his duty 
weapon striking Denham. Denham was transported to a local hospital where he was pronounced dead. 

Homicide Team IV responded and handled the investigation. 
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INVESTIGATION: 


On August 15, 2018, I was assigned the administrative investigation of IA case #2018-0452 by Lieutenant 
Phillips. 

On November 26, 2018,1 received the Special Investigation Case # 18-025270 from Homicide Team IV. 
The investigation contained the following: 

• Crime Report 

• Crime Scene Report (to include crime scene and autopsy photographs) 

• Forensic Biology Unit Laboratory Report 

• Forensic Technology Unit Laboratory Report 

• Firearms Unit Laboratory Report 

• Interview of Officer Pitts 

• Investigator's Report of Officer Pitts' Walkthrough 

• Forensic Processing Investigation 

• Victim interview 

• Witness interviews 

• Officer Interviews 

• San Diego Sheriffs Department data sheet on Denham 

• Officer Reports (A-9s) 

• Hospital follow up report (with medical release form) 

• County Medical Examiner’s Report 

• Event Chronology 

• Search Warrant documentation 

• CD/DVD officer’s Body Worn Camera (BWC) footage 

• CD/DVDs of the crime scene (to include the search warrant) 

• CD/DVD of the OIS briefings 

• CD/DVD of Officer Pitts Walkthrough 

• CD/DVD of the 911 tapes 

• CD/DVD of the interviews of Officer Pitts, Officer Langley, and Officer Iwatsuru 

• CD/DVD of witness interviews 

• CD/DVD of victim interview 

• CD/DVD of witness cell phone recordings 

• CD/DVD of medical records 

The internal investigation was tolled (placed on hold) until the independent assessment was completed by 
the District Attorney’s Office on the circumstances surrounding the use of deadly force. 
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On February 6, 2019, the Internal Affairs Office received a letter from District Attorney Summer Stephan 
summarizing her findings. It was determined Officer Pitts fired at Denham in his own defense. The 
conclusion of District Attorney Stephen’s letter states: 

In this case, Mr. Denham assaulted another male with a machete inflicting severe trauma to the 
victim's head and torso. A witness to the attack called 911 to summon police and medics. Officer 
Pitts was the first officer to arrive on the scene and encounter Denham. Before Pitts could get out 
of his patrol vehicle, Denham ran towards him swinging a large chain. Pitts managed to exit his 
vehicle just as Denham began to strike the patrol car with the chain. Pitts order Denham to stop 
and drop the chain. When Denham did not comply with his orders, Pitts deployed his Taser, 
which had no effect on Denham. Pitts drew his duty weapon and again ordered Denham to stop 
and drop the chain. Throughout the encounter, Pitts retreated away from Denham as Denham 
continued to walk towards Pitts. Pitts retreated one and a half blocks while attempting to get 
Denham to stop advancing on him and drop the chain. 

Based on the circumstances, Pitts fired at Denham in his own defense. He, therefore, bears no 
state criminal liability for his actions. 

On February 7, 2019, I reviewed the BWC videos of the following: 

• Officer Pitts - shots fired at time stamp 03:28 

• Officer Iwatsuru - arrived on scene at time stamp 01:56 

• Officer Langley - arrived on scene at time stamp 01:57 

The following is a summary of the footage from Officer Pitts BWC camera: 

Officer Pitts responded to the scene and exited his vehicle. Denham immediately swung a chain 
onto the hood of Pitt’s patrol vehicle. While retreating northbound up South 40 lh street, Officer 
Pitts drew his Taser and commanded Denham to stop and drop the chain. When Denham did not 
comply, Officer Pitts deployed his Taser, but it did not subdue Denham. Officer Pitts then drew 
his service weapon. Officer Pitts continued to retreat northbound up South 40 th street, facing 
southbound towards Denham. Denham continued to advance on him. Officer Pitts gave multiple 
commands ordering Denham to “drop the chain or I will shoot.” Officer Pitts eventually fired two 
times, hitting Denham both times. Approximately one minute and twenty-nine seconds elapsed 
between the time Officer Pitts contacted Denham and the time he discharged his weapon. 

I reviewed the Special Investigation Book completed by Homicide Team IV. I reviewed the reports 
completed by Homicide detectives and ARJIS-9 reports completed by patrol officers at the time of the 
incident. 
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I reviewed the Homicide Crime Scene Report completed by Detective Delgadillo ID #5596. San Diego 
Police Criminalist Ally Southerland and Criminalist Brian Lew were assigned to process the scene. The 
report included Homicide Briefings by Sergeant Alexander and Sergeant White. 

Sergeant Alexander’s briefing is paraphrased as follows: 

Atl730 hours, dispatch received a call a phone number o, 

I Afollowupcallalsostatedamalewithamachete. The reporting party was from 



The temperature was 86 degrees 

The first officer on the scene was 446Y2^ffice^ConH^itts. Officer Hamilton #73 79 arrived on 

the scene and was with the initial v/c///;;^H The second officer on the sccn^wt^ 
Officer Serrano. I was t he third o fficer tcfiirnv^rHne scene and briefly spoke with \ 
told me "Vaughn did it." initial injuries were on the left side of his head, left wrist, and 

two lacerations across his chest. 


Paramedics! 1 and Engine 12 arrived on the scene and transported I 


I to UCSD (Trauma 


A witness^^^^^^^^Mhad heard the suspect thra^somethin^ont^i rooftop. Officers later 

located a olooa^nacnctc/knife on the rooftop o /Officers conducted a check 
of the residence and did not locate anything further. 

Sergeant White’s briefing is paraphrased as follows: 

In >urs, u 

an assault with a machete. The radio call was entered into communication at 1713 hours and 
dispatched about at 1714 hou rs. The incident numb er was 18080013593. The call originally 
came in as a 245 "hot call" beat 442. Weather conditions were clear and 

sunny and the temperate was 86 degrees. 

The first officer to arrive on scene was Officer Cory Pitts #7564 at 1716 hours. He was unit 
446Y2. 


The suspect wa^VausIv^enhanu DOB 10-01-1969, black male, 6'2", and 160lbs. Last known 

address was Dcnlhim was transported to UCSD and pronounced deceased 

at 1945 hours by Dr. Constantine. Initially, Denham's injuries were described as one gunshot 
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wound to the chest and one gunshot wound to the left hand possibly traveling up his arm and out 
his bicep. Officer Downing #7203 (431Y2) was with Denham at UCSD Hospital. 

The scene of the OIS is located at 1000 S 40 th Street. It is directly in front of vehicle #7007 which 


is parked mid-block 1000 S 40 th Street. When I arrived, the suspect was still down in front of that 
vehicle and handcuffed. It appeared he was originally confronted at 1100 S 40 11 ' street because of 


Officer Pitt's Taser is on 1100 S 40 th Street. Officer Pitts ’ vehicle was moved from the scene and 
parked over in front of4051 Boston Avenue. 

I spoke with Officer Pitts and he gave me a safety briefing. Officer Pitts told me he was facing 
southbound and the suspect was facing northbound. He fired two shots and believed they both 
struck the suspect. Officer Pitts went with Officer R. Medina ID #6545 (Peer Support) to 
Southeastern Division after the incident. 

Officer E. Langley #7523 (438Z) and Officer J. Iwasturu #7129 (438Z) arrived on the scene as the 
shooting was occurring. Sgt C. Rivera (SDPD Wellness) took those officers to Southeastern 
Division. 

Evidence found located at the scene: 

• Chain - West curb line of 1000 S 40 th Street 

• Taser - Midblock 1100 S 40 th Street 

• In front of vehicle #7007 were a bundle of marijuana, Viejas Payers Cards, disposable 
razor, bi-fold wallet, two bullet fragments on the ground, a broken watch, one shoe, 
lighter, bloody handcuffs, and medic supplies 

Medic #10 - Paul Maxwell #PM3228 and Andrea Miss ley #AN3675 

Engine #12 - Karl Benson #KB0900, Antonio Davis #AD7215, Bryan Gray #BG4773 and Paul 
Maestras #PM3187 

I reviewed the Firearms Unit Laboratory report prepared by Criminalist II Toniann Rebick, ID #8154. 
Criminalist Rebick completed the report for Officer Pitts’ firearm. The firearm was listed as: 

Glock, model 17 GEN 4, semi-automatic pistol chambered in 99 mm Lugar caliber, serial 
number: with stream light flashlight (S/N: 3709610517 - works), and three 



magazines 


Reporting Officer: Cynthia Hanna, Sergeant 


ID: 


5052 Division 


Internal Affairs 


Approved by: Paul Phillips, Lieutenant 


Date of Report: 


February 19, 2019 







CONFIDENTIAL - DO NOT DUPLICATE 

Investigator’s Report 
OIS: 2018-0452 
Page 9 


Criminalist Rebick made the following observations regarding Officer Pitt’s firearm: 

The Glock Pistol was received with the slide closed, the trigger set, a cartridge in the chamber, a 
Streamlight flashlight attached below the ban-el, a seated magazine, and two extra magazines. The 
capacity of each of the magazines is seventeen rounds. The seated magazine contained fourteen 
cartridges, and the extra magazines contained sixteen and seventeen cartridges. All cartridges 
were consistent with Department issued ammunition. The total capacity of this pistol with one 
round in the chamber and a full magazine is eighteen cartridges (“hot loaded”). The evidence 
indicates that if the pistol was “hot loaded,” three rounds were fired from this pistol. If a different 
number of cartridges had been loaded into the seated magazine, then a different number of fired 
rounds would be indicated. The pistol was test fired and was found to operate normally. 

I reviewed the Medical Examiner’s report by Deputy Medical Examiner Bethann Schaber, M.D. 

The cause of death was listed as gunshot wound of the torso. Denham had one penetrating gunshot 
wound to the right abdomen and one penetrating gunshot wound to the right bicep. 

On February 7, 2019, at 0945 hours, I sent San Diego Police Department Firearms Range Sergeant 
Christopher Sarot, ID #4689, an email requesting the qualification information for Officer Pitts and his 
Glock fireann(s). 

At 1346 hours, Sergeant Sarot sent an email informing me Officer Pitts was authorized to carry his Glock 
17 on the date of the incident by having qualified with his duty weapon on 09/29/2017. 
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During this investigation, I confirmed Officer Pitts was in compliance with San Diego Police 
Department firearms procedures. 

The statements in this investigation were obtained from the Homicide Investigation Case #18-025270. 
The officers and witnesses were not interviewed by Internal Affairs. 
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CONCLUSIONS: 

On August 8, 2018, at 1711 hours, the San Diego Police Department Communications Unit received their 
first 911 call about a male with a machete who had just struck another male. The location was 




|(E 18080013593). An additional five callers contacted communications immediately 


following, describing the same set of observations. 



Officer Pitts responded He was the first officer on the scene at 1716 hours. Vaughn 

Denham was spotted in the middle of the street holding a four-foot long trailer chain. Officer Pitts exited 
his vehicle. Denham began swinging the chain at Officer Pitts striking his vehicle. Officer Pitts retreated 


Northbound up South 40th Street as Denham advanced on him. He ordered Denham to stop, but Denham 
did not comply. Officer Pitts deployed his Taser at Denham, but it was ineffective. He continued to 


retreat up to the 1000 block of 40 th Street from Denham. Denham was still advancing towards him until 
Officer Pitts fired his service weapon twice hitting Denham in the torso. 


Officer Iwatsura and Officer Langley arrived as shots were fired. They detained Denham by placing him 


in handcuffs. Officer Langley requested paramedics for Denham. Officer Iwatsura started emergency 
medical treatment. Paramedic Unit #10 and Engine #12 arrived on the scene. Denham was transported to 
UCSD Medical Center where he was pronounced dead. 

Sergeant Alexander and Sergeant White responded to the location. They coordinated their efforts to 


secure the scene and directed witness checks. Notifications were made to the command staff. Homicide 


Team IV responded along with crime scene specialists. At 1917 hours, Sergeant Alexander and Sergeant 
White conducted the Homicide Briefing. 

At 2127 hours, Officer Pitts participated in a walkthrough with Sergeant Velovich of the Homicide Unit. 
The following is a summary of the information provided by Officer Pitts: 


Officer Pitts stated that he deployed his Taser at Denham, who was positioned south of him on the 
1100 block of South 40 th Street, but it was ineffective. He stated that he retreated away from 
Denham up to the 1000 block of South 40 th Street where he fired two times in a southerly direction 


at Denham. Denham was approaching north towards Officer Pitts when Officer Pitts fired at him 
from a standing position. Officer Pitts did not reload his service weapon after he fired. 


At 2320 hours, Lieutenant Dobbs and Sergeant Velovich of the Homicide Unit interviewed Officer Pitts. 


Attorney Krause was present as Officer Pitts’ representative. The following is Officer Pitts’ paraphrased 
statement derived from his recorded interview: 
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I volunteered for a radio call. It came out as a 245 PC. A male had been hit in the head with a 
machete. I went It took me about two minutes to get there. 

When I arrived, I identified the suspect. The information provided on the radio call was of a black 
male with no shirt and black shorts. He was going west on Boston. 

I parked in the intersection of Boston and South 40 th Street. When he saw me he immediately ran 
towards me. I stepped out of the vehicle. He came up and hit the vehicle with the chain. He got 
my hood and windshield. The chain was about four to five feet long. It was pretty thick. I then 
moved behind my vehicle to create distance. 

I told him to drop the chain. He did not comply. I then took out my Taser. I displayed it. I 
worked to create distance by walking backward. He just kept swinging the chain in an aggressive 
maimer. I began to fear for my life. I thought I would be hit by the chain. He would not listen to 
any of my commands so I decided to deploy my Taser. He blocked the Taser barbs with the chain. 
They actually got caught inside the chain. It had no effect. I immediately dropped my Taser. 

I took out my handgun and I aimed my gun at him and told him, "Drop the chain" and “Get on the 
ground!” I told him I would shoot him if he did not drop the chain. I was still walking backward 
northbound up South 40 th . He was coming towards me as I was walking backward. 

He was upset. He was swinging the chain as he was walking towards me. I believed he was going 
to hit me with the chain so I kept trying to keep a good amount of distance between us. There was 
about a seven to ten feet distance between us. As I was backing up, I continued to give him 
consistent commands to drop the chain. I was trying to give him an ample amount of time to 
cooperate with me. To comply with my commands. He never complied. He never dropped the 
chain. 

As I was walking back I noticed we were heading for National Avenue. I could not see what was 
behind me to include any cars coming. I did not want to walk into traffic. He was moving closer. 
He was swinging the chain more aggressively. He actually switched hands and then switched 
back. I could tell more individuals were on the street. I gave him at least ten to fifteen commands 
to stop. 

At this point, I felt he was going to strike me with the chain. That is when I decided to fire. I felt 
that if I would have got hit with the chain, it probably would have knocked me down to the ground 
or probably disable me from having my weapon. With his demeanor, I felt he would have 
probably shot me with my own weapon if he would have had a chance to. 
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I believe I fired two rounds. Both rounds hit the suspect. When I fired my weapon he went down 
to the ground. 

That is when the next officer arrived on the scene. He then tried to get off the ground. The officer 
took him down and attempted to take him into custody by placing handcuffs on him. 

He was mumbling the entire time but I don’t recall what he was saying. I believe he was under the 
influence of some controlled substance. I don’t believe he knew he was dealing with a police 
officer even though I was in uniform. I would describe his behavior as erratic. I did not notice 
much else about him as I was just focused on him not hitting me with the chain. 

First aid was then rendered. I believe it was Officer Iwatsuru. Medics were also called. He was 
then transported. 

The interview concluded at 2345 hours. 

San Diego Police Department Procedure 1.05, Firearms Procedure, Section III, B, 2, (06/20/17), 

B. No officer shall discharge a firearm in the performance of duty except: 

2. When the officer has a reasonable belief that a subject (or animal) possess an imminent 
threat of death or serious bodily injury to the officer or another person. 

Denham was armed with and swinging a four-foot trailer hitch chain when Officer Pitts arrived on the 
scene. Officer Pitts was responding to a radio call of a man who had struck another male, with a 
machete. When Officer Pitts attempted to make contact with Denham, Denham struck Officer Pitts patrol 
vehicle with the chain. Denham then began moving directly towards Officer Pitts. Officer Pitts backed 
up down the street giving Denham multiple commands to drop his chain. When Denham did not comply 
with Officer Pitts’ orders, Officer Pitts attempted to stop Denham’s forward progression by deploying his 
Taser. The Taser was ineffective. 

Officer Pitts then removed his duty weapon aiming at Denham as he continued to move back down the 
street. Based on the BWC footage, Officer Pitts gave clear commands of, "Drop the chain and get on the 
ground or I will shoot you." Denham never deviated from moving forward on Officer Pitts, shifting the 
chain from hand to hand. 

Officer Pitts then fired his weapon at Denham. During his interview with the Homicide Unit, he clearly 
articulated his belief that if he had not shot, he would have been seriously injured or worse. 
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San Diego Police Department Procedure 1.04, Use of Force, Section III (03/08/18), states in part: 

The San Diego Police Department recognizes and respects the value of human life, having this as 
its highest priority. It is the policy and practice of the Department to train its personnel in the use 
of the safest, most humane restraint procedures and force options currently known. The 
Department seeks to demonstrate integrity and make decisions that are fair, respectful, lawful, and 
based on good judgment. 

In the performance of their duties, officers may encounter situations where the use of force is 
reasonable in order to effect detention or arrest, to overcome resistance, or to protect themselves or 
others. Force, as authorized by Penal Code section 835a, and as set forth in this policy, may be 
used in those situations. The decision to use deadly force in response to an imminent threat of 
death or serious bodily injury to the officer or another person is one of the most critical decisions 
an officer will ever be called upon to make. 

The only force that is reasonable to overcome resistance may be used to effect detention or an 
arrest or take a mentally ill or emotionally disturbed person into protective custody. The U.S. 
Supreme Court in Graham v. Connor, 490 U.S. 386 (1989), acknowledged that the 
“reasonableness” test in analyzing the use of force is “not capable of precise definition or 
mechanical application.” For that reason, in determining whether an officer’s use of force is 
reasonable in a particular case, it is necessary to evaluate the facts and circumstances confronting 
the officer at the time that force was used. All of the surrounding circumstances will be 
considered, including whether the subject posed an imminent threat to the safety of the officer or 
others, the severity of the crime at issue, and whether the suspect actively resisted arrest or 
attempted to flee. 

Penal Code section 835a authorizes an officer to use reasonable force to make a lawful arrest, 
prevent an escape, or to overcome resistance. Officers are not required to retreat or desist from 
their efforts by reason of resistance or threatened resistance of the person being arrested. 

The evaluation of an officer’s use of force will be undertaken from the perspective of a reasonable 
officer on the scene, not through the 20/20 vision of hindsight. The central inquiry in every use of 
force case is whether the amount of force used by the officer was objectively reasonable in light of 
the particular circumstances faced by the officer. 
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San Diego Police Department Procedure 1.04, Use of Force, Section IV (03/08/18), states in part: 

E. Deadly Force - a force that creates a substantial risk of causing death or serious bodily injury. 

San Diego Police Department procedures state when an officer has a reasonable belief that a subject poses 
an imminent threat of death or serious bodily injury to the officer or another person, the use of a firearm is 
allowed. 

Based on Officer Pitts’ statement, San Diego Police Department procedures, the investigation conducted 
by Homicide Team IV and my administrative investigation, Officer Pitts used his firearm to stop an 
imminent threat of great bodily injury or death to himself. The decision of Officer Pitts to use deadly 
force was reasonable, legal and WITHIN Department Policy and Procedure. 


Reporting Officer: 
Approved by: 


Cynthia Hanna, Sergeant 


Paul Phillips, Lieutenant 


ID: 5052 Division 

Date of Report: _ 


Internal Affairs 


February 19, 2019 
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DOCUMENTATION: 


The results of this investigation are based on the following items: 

1. Event Chronology printout of Incident #E 18080013593 

2. Homicide Unit Special Investigation, Case #18-025270. 

3. Crime Scene Report by Detective Delgadillo, ID #5596. This report included the photographs 
associated with and documentation of scene evidence. Detective Delgadillo’s report also includes 
the documentation and the collection of evidence from the autopsy of Denham. 

4. Forensic Biology Unit Laboratory Report by Criminalist-II Rebrick, ID #8154 to include the 
Firearms Unit Laboratory report. 

5. Investigator’s Report, Officer Interview of Officer Pitts by Detective Sergeant Velovich 

6. Investor’s Report, Officer Pitts walk thru by Detective Sergeant Velovich 

7. Investigator’s Report, victim interview ot^^^^^^^Jby Detective Sanchez, ID #6610 

8. Medical Examiner’s Report by Chief Medical Examiner Steven Campman, M.D. Toxicology 
report by Pathologist Bethann Schaber, M.D. 

9. A compact disc of BWC footage from Officer Pitts. The disc is located in Section 22 of the 
Special Investigation Notebook 

10. A compact disc of BWC footage from Officer Langley. The disc is located in Section 22 of the 
Special Investigation Notebook 

11. A compact disc of BWC footage from Officer Iwatsuru. The disc is located in Section 22 of the 
Special Investigation Notebook 

12. Internal Affairs Callout Checklist submitted by Detective Sergeant Richard Fox. 

13. Copy of District Attorney Stephen’s letter dated January 24, 2019. Received by Internal Affairs 
on February 19, 2019. 


Reporting Officer: Cynthia Hanna, Sergeant _ ID: 5052 Division Internal Affairs 


Approved by: Paul Phillips, Lieutenant _ Date of Report: 


February 19, 2019 








CONFIDENTIAL - DO NOT DUPLICATE 

Investigator’s Report 
OIS: 2018-0452 
Page 17 


CONFIDENTIAL: THIS REPORT IS FOR THE EXCLUSIVE USE OF THE CHIEF OF 
POLICE AND/OR CITY ATTORNEY. 


Reporting Officer: 
Approved by: 


Cynthia Hanna, Sergeant 


Paul Phillips, Lieutenant 


ID: 5052 Division 

Date of Report: _ 


Internal Affairs 


February 19, 2019 
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SUMMER STEPHAN 
DISTRICT ATTORNEY 


DAVID P, GREENBERG 

ASSISTANT DISTRICT ATTORNEY 


January 24, 2019 

Chief David Nisleit 
San Diego Police Department 
1401 Broadway, Mail Station 700 
San Diego, CA 92101 

Re: Fatal shooting of Mr. Vaughn Denham on August 8, 2018, by San Diego Police Officer 
C. Pitts; San Diego Police Department Case# 18-025270; DA Special Operations Case 
No. 18-157PS; Deputy District Attorney Assigned: Paul Reizen 

Dear Chief Nisleit: 

This review was conducted pursuant to the joint protocol between this office and all San Diego law- 
enforcement agencies calling upon the District Attorney to conduct an independent assessment of the 
circumstances sunounding the use of deadly force. As part of our analysis, we have reviewed the 
reports and other materials compiled by the San Diego Police Department’s Homicide Unit concerning 
the circumstances leading to the fatal shooting of Mr. Vaughn Denham on August 8, 2018, by San 
Diego Police Officer C. Pitts. A District Attorney Investigator responded to the scene and was briefed 
by investigators. This case was presented to the District Attorney’s Office for review on December 4, 
2018. 

Persons Involved 

At the time of the incident, Mr. Vaughn Denham was a 48-year old resident of San Diego County. 
Officer C. Pitts had been a police officer for two years and was assigned to the Southeastern Division. 

Summary 

On August 8, 2018 at approximately 5:11 p.m., San Diego Police received a 911 call reporting an 
assault with a machete. Witnesses reported seeing Mr, Denham attack another male in the head and 
torso with a machete. Officer Pitts responded to the call and advised dispatch he was making contact 
with a person matching the description of the suspect. As Pitts was getting out of his vehicle, Denham 
ran up to the car and swung a four-foot long metal chain striking Pitt’s police car. Pitts got out of the 
car and ordered Denham to drop the chain. Denham refused and began walking towards Pitts while 
swinging the chain. Pitts deployed his Taser, which was ineffective in stopping Denham. Pitts 
continued to retreat from Denham for a block and a half to keep from being struck with the chain. As 
Denham continued to close the distance between he and Pitts, Pitts fired two rounds from his duty 
weapon striking Denham. Denham was transported to a local hospital where he succumbed to his 
injuries. 
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WITNESS STATEMENTS 
Witness One (Wl) 

Witness One visited his cousin’s house. While inside the house, he heard his cousin screaming and 
loud banging outside. W1 went outside and saw Mr. Denham breaking a car window with a large 
chain. W1 tried calming Denham and coaxing him to drop the chain. Denham ignored Wl and instead 
began to kick down the back fence along the alley. Wl told Denham to leave. Denham refused and 
began swinging the chain at Wl and attempting to strike him with it. Wl was able to dodge the chain 
several times. At some point during the altercation, Denham armed himself with a machete and struck 
Wl in head causing his head to bleed. Wl attempted to get away. Denham discarded the machete, 
picked up the chain again, and told W1 he was going to kill him. Wl’s cousin tried to stop Denham 
from attacking Wl with the chain. Denham was able to strike Wl in the chest and leg with the chain. 

Wl heard the police arriving and Mr. Denham stopped attacking him. Wl believes Denham was under 
the influence of some type of controlled substance. W1 was transported to the hospital where he 
received fourteen stitches on the top of his head and seven stitches on his left forearm. 

Witness Two (W2) 

Witness Two resides in the area of the shooting and saw Mr. Denham holding a machete in his right 
hand. Denham appeared agitated and a female who lives in the area was telling Denham to stop. W2 
saw Denham swing the machete at a male standing on the front porch of a home on Boston Avenue. 
W2 believes Denham struck the male on the left side of the body with the machete. W2 asked a 
passerby to call the police. 

Witness Three (W3) 

Witness Three saw Mr. Denham carrying a machete and waving it around. Denham struck Wl several 
times with the machete causing Wl to bleed from his head and face. Wl ran into the street in an 
attempt to get away from Denham. A female tried to calm Denham down but he was screaming and 
asking for his chains. W3 saw Denham return to the street carrying and swinging a chain. The female 
told Denham to stop and the police were on their way. Denham walked down the street and W3 lost 
sight of him. 

Witness Four (W4) 

Witness Four heard a commotion and looked outside and saw Mr. Denham holding a machete to Wl 
on the ground. Denham’s girlfriend was trying to get the machete away from him. Wl got up off the 
ground and was bleeding pretty bad. W4 called 911 and asked for an ambulance. Denham went into 
the house and returned with a chain. W4 has seen Denham swing the chain at neighbors in the past. 
Denham started walking toward 40th Street and then towards National Avenue. W4 lost sight of 
Denham and a few minutes later heard two gunshots. 

Witness Five (W5) 

Witness Five was walking on 40th street to Boston Avenue when he saw a police car stop just south of 
mid-block. W5 saw Mr. Denham running west on Boston Avenue toward the police car. Denham was 
in the middle of the street and a female was running after him yelling at him to stop. Denham was 
holding a chain in his hands. 
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The officer got out of his car, drew his stun gun, and yelled, “Stop.” Mr. Denham did not listen and 
instead rushed at the officer. The officer stepped back and Denham swung the chain and hit the 
officer’s patrol car twice. The officer Tased Denham, but the Taser did not affect him. Denham 
continued to come at the officer. The officer dropped the Taser and pulled his gun out. The officer kept 
yelling at Denham to stop while at the same time walking backwards. W5 stopped following the 
officer and Denham as they moved north. After a short time, W5 heard two gunshots but did not see 
what happened. 

Witness Six (W6) 

Witness Six heard yelling in the street from his doorway. W6 saw Mr. Denham swinging a chain and 
the officer backing away from the suspect. The officer was saying ‘stop’ and ‘get down’ loudly. The 
suspect swung the chain at the officer and the officer fired two shots. 

Witness Seven (W7) 

Witness Seven saw Mr. Denham with a chain and he was swinging it from side to side. The officer had 
his gun pointed at Denham and kept telling Denham to drop the chain. The officer was walking 
backward the whole time. Denham wouldn't listen or obey the officer. It appeared the officer did not 
want to shoot Denham. The last thing the officer told Denham before he shot him was to stop. The 
officer fired two shots. Denham looked really angry. W7 couldn't hear or articulate what Denham was 
saying. 

Witness Eight (W8) 

Witness Eight saw Mr. Denham approach the officer. The officer ordered Denham to stop and drop the 
chain. The officer told Denham he would shoot Denham if he did not comply. Denham ignored the 
orders to stop and continued to advance on the officer. Denham had a four-foot chain which he was 
dragging on the ground and swinging it like he was going to hit the officer with it. As Denham 
continued to walk towards the officer, the officer fired two rounds at Denham and Denham went down. 

OFFICER STATEMENTS 

Officer One (01) 

Officer One was working patrol with his partner Officer Two when they responded to a radio call of an 
assault with a machete. The suspect was described as a black male wearing no shirt, black shorts and 
armed with a machete. Officer Pitts was also dispatched to the call. Pitts arrived at the call before 01. 
01 heard Pitts say over the radio the suspect was coming at him and he had deployed his Taser. 

As 01 arrived on scene, he saw Officer Pitts in the street with Mr, Denham about two blocks from 
Pitts’ vehicle. Denham was holding something in hands and was whipping it around. As 01 drove 
closer, he saw Denham was holding a chain. Pitts was walking backwards and Denham was walking 
towards Pitts swinging the chain. When 01 was about 25 to 50 feet from Pitts, he heard two gunshots 
and saw Denham fall to the ground. 01 provided first aid to Denham while they waited for medics to 
arrive. 

Officer Two (02) 

Officer Two and his partner Officer One responded to a call of a man being attacked with a machete. 
Officer Pitts was closer to the call and also responded. Pitts arrived at the call before 02 and 
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immediately advised over the radio the suspect was approaching him with a chain. 02 sensed Pitts was 
under stress and 02 could also hear yelling in the background. The next thing 02 heard Pitts say over 
the radio was “Taser deployment.” 02 arrived on scene and saw Pitts’ vehicle unoccupied but could 
not locate Pitts. 02 asked dispatch to confirm Pitts’ location. 

Officer Pitts got on the air and sounded even more stressed. Pitts yelled his location over the radio. As 
02 approached Pitts’ location, he could see Pitts was walking backwards and had his gun drawn and 
pointed at Mr. Denham. Denham appeared very agitated and was walking toward Pitts at a pretty fast 
rate. Denham was holding a chain which he was swinging and striking the ground with. 

As Mr. Denham continued to approach Officer Pitts, 02 saw Pitt’s fire two rounds at Denham and 
Denham fall to the ground. 02 exited his vehicle, drew his weapon and ordered Denham to stay down 
on the ground and show his hands. Denham did not comply and attempted to stand up. When Denham 
got up on his hands and knees, 02 and his partner held Denham down. 02 was able to handcuff 
Denham and began first aid. 

Officer Pitts 

Officer Pitts responded to a radio call of a man struck in the head with a machete. Pitts was the first 
officer to arrive on scene and saw Mr. Denham who fit the description of the suspect provided by 
dispatch. As Pitts was parking his patrol vehicle, Denham ran up to the police car and struck the hood 
and windshield with a four to five-foot long chain that was pretty thick. 

When Officer Pitts saw Mr. Denham running toward his patrol car with the chain, he exited the vehicle 
and ordered Denham to drop the chain. Denham continued to walk towards Pitts swinging the chain in 
an aggressive manner. Pitts drew his Taser and ordered Denham to drop the chain. Denham did not 
comply and continued walking toward Pitts. Pitts attempted to create distance between him and 
Denham by walking backwards in a northerly direction. Pitts deployed his Taser, but the barbs got 
tangled in the chain and the Taser was rendered ineffective. Pitts dropped the Taser and drew his duty 
weapon. 

Officer Pitts again ordered Mr. Denham to stop and drop the chain. Denham disregarded the 
commands and continued advancing on Pitts while swinging the chain. Pitts continued to back up 
across the intersection of Newton Avenue and South 40th Street and then towards the intersection of 
National Avenue and South 40th Street. Denham was closing distance on Pitts and swinging his chain 
even more aggressively. Pitts believed Denham was going to strike him with the chain as Pitts was 
attempting to negotiate the busy intersection. In response, Pitts fired two rounds at Denham who went 
down to ground. Pitts knew if Denham hit him with the chain, Pitts would probably be knocked to the 
ground disabling him from his firearm, which would give Denham the opportunity to use Pitts’ firearm 
on Pitts. After being struck by gunfire and falling to ground, Denham attempted to get back up until 
other arriving officers handcuffed him. 

Investigation 

The crime scene was secured, photographed, and investigated by San Diego Police Department’s 
Homicide detectives. All detectives’ reports, crime-scene investigators’ reports, and audio-recorded 
witness interviews were reviewed. 
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Portions of the shooting event were captured on cell-phone video by several witnesses as well as by 
body-worn camera by Officer Pitts, 01, and 02. All of the video footage is consistent and corroborates 
Pitts’ account of the incident. 

On August 9, 2018, Dr. Schaber performed an autopsy of Mr. Denham. The autopsy documented four 
gunshot wounds to the left hand, right arm, and torso; two of these wounds may have been reentry 
wounds. 

Toxicological studies performed on blood collected from Mr. Denham indicated the presence of 
Phencyclidine (PCP), Cannabinoids, and Methamphetamine. 

Legal Analysis 

Under California law, peace officers may use deadly force to protect themselves from the threat of 
death or great bodily harm and to use reasonable force in making an arrest. California Penal Code 
section 835a allows an officer to use reasonable force to make an arrest and to overcome resistance by 
a person whom he has reasonable cause to believe has committed a public offense. 

In accordance with Penal Code section 196, peace officers may use deadly force in the course of their 
duties under circumstances not available to members of the general public. We are mindful, however, 
that certain limits on the use of deadly force apply to peace officers. The U.S. Ninth Circuit Court of 
Appeals, in the case of Scott v. Henrich (9th Cir. 1994) 39 F.3d 912, delineated those circumstances 
under which deadly force may be used: 

[Pjolice may use only such force as is objectively reasonable under the circumstances. 

An officer’s use of deadly force is reasonable only if ‘the officer has probable cause to 
believe that the suspect poses a significant threat of death or serious physical injury to 
the officer or others.’ All determinations of unreasonable force ‘must embody 
allowance for the fact that police officers are often forced to make split-second 
judgments - in circumstances that are tense, uncertain, and rapidly evolving - about the 
amount of force that is necessary in a particular situation.’” 

The "reasonableness" of a particular use of force must be judged from the perspective of a reasonable 
officer on the scene, rather than with the 20/20 vision of hindsight. Graham v. Connor (1989) 490 U.S. 
386, citing Terry v. Ohio, 392 U.S., at 20-22. 

In addition to any laws applicable to situations where peace officers use deadly force in accomplishing 
their duties, the law of self-defense is available to any person. A person acts in lawful self-defense or 
defense of another if she reasonably believed that she or someone else was in imminent danger of 
suffering bodily injury; believed that the immediate use of force was necessary to defend against that 
danger; and used no more force than was necessary to defend against that danger. 

Conclusion 

In this case, Mr. Denham assaulted another male with a machete inflicting severe trauma to the 
victim’s head and torso. A witness to the attack called 911 to summon police and medics. Officer Pitts 
was the first officer to arrive on scene and encounter Denham. Before Pitts could get out of his patrol 
vehicle, Denham ran towards him swinging a large chain. Pitts managed to exit his vehicle just as 
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Denham began to strike the patrol car with the chain. Pitts ordered Denham to stop and drop the chain. 
When Denham did not comply with his orders, Pitts deployed his Taser, which had no effect on 
Denham. Pitts drew his duty weapon and again ordered Denham to stop and drop the chain. 
Throughout the encounter Pitts retreated away from Denham as Denham continued to walk towards 
Pitts. Pitts retreated one and a half blocks while attempting to get Denham to stop advancing on him 
and drop the chain. 

Based on these circumstances, Pitts fired at Denham in his own defense. He therefore bears no state 
criminal liability for his actions. A copy of this letter, along with the materials submitted for our 
review, will be retained in our files. 

Sincerely, 


SUMMER STEPHAN 
District Attorney 

SS:pg 

cc: Captain Tom Underwood 
San Diego Police Department 
Homicide Division 
1401 Broadway, Mail Station 713 
San Diego, CA 92101 

Captain Jerry Hara 
San Diego Police Department 
7222 Skyline Drive 
San Diego, CA 92114 



San Diego Police Department: Case Cancellation 


Type of 
Crime/Incident 
Case # 

Case Part of Series 

(Leave blank if no series) 


981000 

zz 


18025270 _Victim Pitts, Corey 

j Occurrence Date 08/08/2018 


Type of Cancellation Exceptional: Other (such as subject is dead) _ Additional Arrests 

Disposition_ 

Charge Level_ 


Persons Arrested 
Last 

First 

Middle 

Date 

Booking Number 

Denham 

Vaughn 


08/08/2018 



Detective Arrest 


Patrol Arrest 


Charged [_ _] Not Charged [_| 


Property Recovered 
None [X | 


Partial 

Full 


□ 

□ 


Value Recovered 


Was ARJIS-4 Completed 


Yes | [ No [_ | 


Investigator: Date Approved By: Date 

5353 -VELOVICH, 08/29/2018 5353 - VELOVICH, 08/30/2018 

MICHELLE R MICHELLE 


List Additional Cases to Be Cancelled: 


Narrative: 

OIS- See Homicide Investigative Book, Team IV 





San Diego Police Department: Case Cancellation 


Type of 
Crime/Incident 


187*664 PC 


Case # 18025268 _ Victim HHBHI 

Case Part of Series _ Occurrence Date 08/08/2018 

(Leave blank if no series) _ 


Type of Cancellation Exceptional: Other (such as subject is dead) _Additional Arrests 

Disposition_ 

Charge Level _ 


Persons Arrested 
Last 

First 

Middle 

Date 

Booking Number 

Denham 

Vaughn 


08/08/2018 



Detective Arrest [_ Patrol Arrest [ X | Charged | Not Charged 

Property Recovered 
None X | 

Partial _ Value Recovered _ 

Full □ ,_, 

Was ARJIS-4 Completed Yes | No [_ 


Investigator: Date Approved By: Date 

5353 -VELOVICH, 08/08/2018 5353 - VELOVICH, 08/29/2018 

MICHELLE R MICHELLE 


List Additional Cases to Be Cancelled: 


Narrative: 

See Homicide Team IVs Investigative book 




San Diego Police Department: Case Cancellation 


Type of 
Crime/Incident 


245C PC 


Case # 18025269 _ Victim Pitts, Corey 


Case Part of Series 

(Leave blank if no series) 


Occurrence Date 08/08/2018 


Type of Cancellation Exceptional: Other (such as subject is dead) _ Additional Arrests 

Disposition_ 

Charge Level__ 


Persons Arrested 
Last 

First 

Middle 

Date 

Booking Number 

Denham 

Vaughn 


08/08/2018 



Detective Arrest [_ 

Property Recovered 
None [~X1 

Partial [ | 

Full □ 


Patrol Arrest X 


Value Recovered 


Was ARJIS-4 Completed 


Yes □ 


Charged | | Not Charged [ j 


no n 


Investigator: Date Approved By: Date 

5353 -VELOVICH, 08/27/2018 5353 - VELOVICH, 08/29/2018 

MICHELLE R MICHELLE 


List Additional Cases to Be Cancelled: 


Narrative: 

See Homicide Team IV's investigative Book 




SAN DIEGO POLICE DEPARTMENT 
OFFICER INVOLVED INCIDENT 
CASE REVIEW 


DATE (occurrence): August 8, 2018 _ 

TIME (occurrence): 1711 hours _ 

LOCATION: 4056 Boston Avenue 


OIS- SDPD Case #18-025270 
664/187 (a) PC- SDPD Case #18-025268 
245 (c) PC- Assault with a deadly weapon (on officer) 
SDPD Case# 18-025269 
SUBJECT: Event #18-080013593 


INJURED/DECEASED : Vaughn DENHAM (Suspect) 

B/M (48), DOB 10-01-1969 


OFFICER(S) : Officer Corey PITTS, ID #7564 



11-13-W 


Date 






















CRIME REPORT 


BEAT RELATED RPT#S 

442 


' code section and description 

JZ/961000 / MISCELLANEOUS INCIDENTS 


LOCATION OF INCIDENT (OR ADDRESS) 

1100S40THST 


SAN DIEGO REGIONAL 
CRIME/INCIDENT REPORT 


DATE 

08/08/2018 


PAGE 

1 of 3 


TIME 

17:11 


CITY 

SAN DIEGO 


INCIDENT NUMBER 

18080013593 


CASE NUMBER 

18025270 


□ □ □ 


VICTIM / WITNESS 


W TYPE NAME (LAST, FIRST, MIDDLE SUS / OR ORGANIZATION) 

16 Pitts, Corev 


RESIDENCE ADDRESS 


RACE SEX DATE OF BIRTH 

B M 


CONTACT 

WORK PHONE i 


ID 

SD 7564 


VICTIM 

INJURED 


EXTENT OF TREATMENT 


INTERPRETER 

REQUIRED 


VICTIM RELAT ON TO SUSPECT V/WASSIST 

STRNG ISTRNG N 


STATUS 

EMPLOYER (RANK IF MILITARY) 

BUSINESS ADDRESS 

CITY 

STATE 

EMP 

San Diego Police Dept Police Officer 

7222 SKYLINE DR 

SAN DIEGO 

CA 


ADDITIONAL INFORMATION 


TOTAL # OF WITNESSES AT CRIME 

1 


fwl Sp ECIFY 

^ OTHER 


TYPE OF STRUCTURE 

N/A 


POINT OF ENTRY 

0. N/A 


:ecurity used 

,0. N/A 


SUSPECT ACTIONS 

56, Used Threats _ 

VICTIM INJURED [e 


M.O. INFORMATION 


PLACE OF ATTACK 

3. Street/Alle 


EXTENT OF TREATMENT 


HOW USED 

THREATEN 


SIC 

No ADULT 


SURROUNDING AREA 

1. Residential 


ARRESTED SUSPECTNAME (LAST, FIRSTMIDDLE SUFF) 

N Denham, Vauqhn 


RACE SEX 

B M 


SUSPECT'S ADDRESS 


DOB 

10/01/1969 


SUSPECT(S) 


NICKNAME/AKA 



HAIR COLOR EYE COLOR 


STATE ZIP 


ADDITIONAL INFORMATION / FURTHER SUSPECT DESCRIPTION (I.E. GLASSES, TATTOOS, TEETH, BIRTHMARKS, JEWELRY, SCARS, ETC. 


SUSPECTS CLOTHING 


HAIR STYLE 

FACIAL HAIR 

COMPLEXION 

GENERAL APPEARANCE 

DEMEANOR 

SPEECH 


EVIDENCE 


Body Camera 

Body Camera Evidence Collected 


EVIDENCE OBTAINED 


TAG NUMBERS 


WITNESS CHECK 


See Evidence Collection Section for Details 


REPORTING OFFICER 

MICHELLE VELOVICH 

(Revised 09/2013 Electronic! 


DIVISION 

INV.HOMICIDE 


AGENCY 

SDPD 


DATE OF REPORT 

8/22/2018 





















































































CONTINUED FROM 

CRIME REPORT 


SAN DIEGO REGIONAL 
CRIME/INCIDENT REPORT 


INCIDENT NUMBER 
18080013593 

PAGE CASE NUMBER 

2 of 3 18025270 


OFFICER ASSAULT (OAK) 



NUMBER OFFICERS WITH PERSONAL INJURY 


NUMBER OFFICERS WITHOUT PERSONAL INJURY 


ACTIVITY WHEN ASSAULT OCCURRED 



ARSON 




ARSON 

DESCRIPTION 

CONTENT 

STRUCT 

ABANDONED 

TYPE 


LOSS $ 

LOSS $ 



! EVIDENCE COLLECTION 




Officer's Investigation 

1 conducted the following attempts to locate, collect, and preserve evidence from the crime scence at 

1100S40THST SAN DIEGO 


CA 

92113 

LATENT PRINTS: 

1 made attempts to lift latent prints: Y 

If YES, what areas were printed with what results: 

Location # of Prints Lifted 

Disposition 




OTHER PHYSICAL EVIDENCE: 

I made attempts to locate other physical evidence at the scene: Y 
I recovered evidence listed in the spaces below (Include photographs also): 
Item Description 

SEE HOMICIDE TEAM IV INVESTIGATION 

How Marked 

Location Found 

( 100 S. 40TH STREET _ 


By Whom 

DEMAS,TRAVIS 6479 

Disposition 

IMPOUNDED 

Tag Number 


REPORTING OFFICER 

I.D. # 

DIVISION 

AGENCY 

DATE OF REPORT 


MICHELLE VELOVICH 

5353 

INV_HOMICIDE 

SDPD 

8/22/2018 



/Revised 09/2013 Electronic! 







































INCIDENT NUMBER 

18080013593 


CONTINUED FROM 

CRIME REPORT 


SAN DIEGO REGIONAL 
CRIME/INCIDENT REPORT 


PAGE 

3 of 3 


CASE NUMBER 

18025270 


Investigator’s Statement: 

See Homicide Team IV’s investigative book for details on this incident. 





REPORTING OFFICER 

I.D. # 

DIVISION 

AGENCY 

DATE OF REPORT 

TIME 

MICHELLE VELOVICH 

5353 

INV_HOMICIDE 

SDPD 

8/22/2018 

09:08 


(Revised 09/2013 Electronic) 








CRIME REPORT 


BEAT RELATED RPT#S 

442 


'code section and description 

, J C / 245C I ADW ON PEACE OFFICER/FIREMAN/NOT GUN 


LOCATION OF INCIDENT (OR ADDRESS) 

1100 S40TH ST 


SAN DIEGO REGIONAL 
CRIME/INCIDENT REPORT 


OATE 

08/08/2018 


DAY OF WEEK 

Wednesday 


PAGE 

1 of 3 


TIME 

17:11 


CITY 

SAN DIEGO 


INCIDENT NUMBER 

18080013593 
CASE NUMBER 
18025269 


IM/WITNESS 


V -WTYPE NAME (LAST, FIRST, MIDDLE SUS / OR ORGANIZATION) 

_ 16_ Pitts, Corey _ 

RESIDENCE ADDRESS 


VICTIM 

INJURED 


RACE SEX DATE OF BIRTH 

B M 


CONTACT 

WORK PHONE (619)527-3500 


ID 

SD 7564 __ 

STATUS EMPLOYER (RANK IF MILITARY) BUSINESS ADORESS 

EMP San Diego Police Department Police Offi 3222 SKYLINE DR 


ADDITIONAL INFORMATION 


EXTENT OF TREATMENT INTERPRETER 
REQUIRED 




VICTIM RELATION TO SUSPECT V/W ASSIST 

STRNG ISTRNG In 


CITY 

SAN DIEGO 


■■■ 




TOTAL # OF WITNESSES AT CRIME 

0 


SPECIFY 

OTHER 


TYPE OF STRUCTURE 

N/A 


POINT OF ENTRY 

0. N/A 


SECURITY USED 

,0. N/A 


SUSPECT ACTIONS 

56. Used Threats 


VICTIM INJURED 


M ' 

PLACE Of ATTACK 

3. Street/Alley 


nmrAimw 


HOW USED 

THREATEN 




SURROUNDING AREA 

1. Residential 


EXTENT OF TREATMENT 


SIC 

No ADULT 


ARRESTED 

SUSf 

N 

Deni 

RACE 

SEX 

B 

M 

SUSPECTS ADDRESS 



DOB 

10/01/1969 


HEIGHT 

WEIGHT 

6'02" - 

180- 



HAIR COLOR EYE COLOR 

BLK BRO 


STATE ZIP 


ADDITIONAL MFORMATION / FURTHER SUSPECT DESCRIPTION (IE. GLASSES. TATTOOS. TEETH, BIRTHMARKS. JEWELRY, SCARS, ETC. 


SUSPECTS CLOTHING 

Black shorts, no shirt 


HAIR LENGTH/TYPE 


1 HAIR STYLE 

FACIAL HAIR 

COMPLEXION 

GENERAL APPEARANCE 

DEMEANOR 

SPEECH 


9. UNSHAVEN 

5. MEDIUM 

7. UNKEPT 

10. VIOLENT 

3. MUMBLES 


Body Camera 

Body Camera Evidence Collected 


EVIDENCE OBTAINED 


See Evidence Collection Section for Details 


TAG NUMBERS 


WITNESS CHECK 


REPORTING OFFICER 

MICHELLE VELOV1CH 


(Revised 09/2013 Ele Jronici 


DIVISION 

INV HOMICIDE 


AGENCY 

SDPD 


DATE OF REPORT 

8/22/2018 









































































CONTINUED FROM 

CRIME REPORT 


SAN DIEGO REGIONAL 
CRIME/INCIDENT REPORT 


INCIDENT NUMBER 

18080013593 

PAGE CASE NUMBER 

2 of 3 18025269 


VEHICLE TYPE 


OFFICER ASSAULT (OAK) 


NUMBER OFFICERS WITH PERSONAL INJURY 


NUMBER OFFICERS WITHOUT PERSONAL INJURY 


ACTIVITY WHEN ASSAULT OCCURRED 


ARSON 


ARSON 

DESCRIPTION 

CONTENT 

STRUCT 

TYPE 


LOSS $ 

LOSS$ 


ABANDONED 


EVIDENCE COLLECTION 



REPORTING OFFICER 

MICHELLE VELOVICH 


fRevised 09/2013 Electronic’) 


DIVISION 

AGENCY 

DATE OF REPORT 

TIME 

INV.HOMICIDE 

SDPD 

8/22/2018 

08:48 


































INCIDENT NUMBER 

18080013593 


CONTINUED FROM 

CRIME REPORT 



SAN DIEGO REGIONAL 
CRIME/INCIDENT REPORT 


PAGE 

3 of 3 


CASE NUMBER 

18025269 


Investigator’s Statement: 

See Homicide Team IV’s investigation for details on this incident. 



REPORTING OFFICER 

■ 

DIVISION 

AGENCY 

DATE OF REPORT 


MICHELLE VELOVICH 


INVJHOMICIDE 

SDPD 

8/22/2018 



(Revised 09/2013 Electronic} 














CRIME REPORT 


BEAT RELATED RPT4S 

442 


CODE SECTION AND DESCRIPTION 

PC/664/187/MURDER 


LOCATION OF INCIDENT (OR ADDRESS) 

4056 BOSTON AV 


SAN DIEGO REGIONAL 
CRIME/INCIDENT REPORT 


DATE 

08/08/2018 




PAGE 

1 of 3 


TIME 

17:11 


CITY 

SAN DIEGO 


INCIDENT NUMBER 

18080013593 


CASE NUMBER 

18025268 


VICTIM / WITNESS 


W TYPE NAME (LAST, F IRST, MIDDLE SUS t OR ORGANIZATION) 


RESIDENCE ADDRESS 


RACE 


DATE OF BIRTH | VICTIM EXTENT OF TREATMENT 

INJURED Y HOSPITAL 



V/W ASSIST 

N 



STATUS | EMPLOYER (RANK IF MILITARY) 


ADDITIONAL INFORMATION 


BUSINESS ADDRESS 


M.O. INFORMATION 


TOTAL # OF WITNESSES AT CRIME 


SPECIFY 

MACHETE 


TYPE OF STRUCTURE 

N/A 


POINT OF ENTRY 

0. N/A 


SECURITY USED 

0. N/A 


SUSPECT ACTIONS 

22. Inflicted Iniu 


VICTIM INJURED 


PLACE OF ATTACK 

3. Street/Alle 


SURROUNDING AREA 

1. Residential 


HOW USED 

STRUCK 


EXTENT OF TREATMENT 


SIC 

No ADULT 


SUSPECT(S) 


ARRESTED SUSPECT NAME (LAST. FIRST MIDDLE SUFF) 

N Denham, Vaughn 


RACE SEX AGE DOB 

B M 48 10/01/1969 


SUSPECT’S ADDRESS 


NICKNAME/AKA 



ADDITIONAL INFORMATION / FURTHER SUSPECT DESCRIPTION (I.E GLASSES. TATTOOS. TEETH. BIRTHMARKS. JEV\€LRY. SCARS. ETC. 


SUSPECTS CLOTHING 


HAIR LENGTH/TYPE I HAIR STYLE FACIAL HAIR COMPLEXION GENERAL APPEARANCE 


DEMEANOR SPEECH I VOICE 


EVIDENCE 


Body Camera 

Body Camera Evidence Collected 


EVIDENCE OBTAINED 


See Evidence Collection Section for Details 


TAG NUMBERS 


None 


WTNESS CHECK 


REPORTING OFFICER 

I.D. # 

DIVISION 

AGENCY 

DATE OF REPORT 

TIME 

BRIAN SANCHEZ 

6610 

INV_HOMICIDE 

SDPD 

8/22/2018 

08:12 













































































CONTINUED FROM 

CRIME REPORT 


SAN DIEGO REGIONAL 
CRIME/INCIDENT REPORT 


INCIDENT NUMBER 

_ 18080013593 

PAGE CASE NUMBER 

2 of 3 18025268 


OFFICER ASSAULT (OAK) 


VEHICLE TYPE 

NUMBER OFFICERS WITH PERSONAL INJURY 

ACTIVITY WHEN ASSAULT OCCURRED 


NUMBER OFFICERS WITHOUT PERSONAL INJURY 




ARSON 


DESCRIPTION 

CONTENT 

STRUCT 


LOSS $ 

LOSS $ 


ABANDONED 


EVIDENCE COLLECTION 


Officer's Investigation 

1 conducted the following attempts to locate, collect, and preserve evidence from the crime scence at 



4056 BOSTON AV 

SAN DIEGO 

CA 

92113 

LATENT PRINTS: 

1 made attempts to lift latent prints: N 

If NO, explain: 

OTHER PHYSICAL EVIDENCE: 

1 made attempts to locate other physical evidence at the scene: Y 

1 recovered evidence listed in the spaces below (include photographs also): 

Item Description 

By Whom 



How Marked 

Disposition 



Location Found 

Tag Number 

None 




REPORTING OFFICER 

BRIAN SANCHEZ 


(Revised 09/2013 Electronic) 



# 

Iraal 

0 


DIVISION 

INV HOMICIDE 


AGENCY 

SDPD 


DATE OF REPORT 

8/22/2018 


































INCIDENT NUMBER 
18080013593 


CONTINUED FROM 

CRIME REPORT 


SAN DIEGO REGIONAL 
CRIME/INCIDENT REPORT 


PAGE 

3 of 3 


CASE NUMBER 

18025268 


See Team IV Homicide Book 


REPORTING OFFICER 

I.D.# 

DIVISION 

AGENCY 

DATE OF REPORT 

TIME 

BRIAN SANCHEZ 

6610 

INV HOMICIDE 

SDPD 

8/22/2018 

08:12 


(Revised 09/2013 Electronic) 






SAN DIEGO POLICE DEPARTMENT 
FORENSIC SCIENCE SECTION 
FORENSIC BIOLOGY UNIT LABORATORY REPORT 


VICTIM: 

SUSPECT: 

CASE #: 
INCIDENT#: 
INCIDENT DATE: 
CHARGE: 
HOMICIDE: 
CRIMINALIST* . 
REPORT DATE: 


EVIDENCE EXAMINED / RESULTS DNA testing kit: GlobalFiler 

Presumptive 

The following swabs were sampled for DNA analysis: Blood 

( 10916361A Apparent bloodstain on container (10915502) Positive 

10916361B Exterior of the container (10915502) n/a 

10916363A Apparent bloodstain on right side of machete blade (10915 520) Positive 

10916363B Apparent bloodstain on left side of machete blade (10915520) Positive 

10916363C Apparent bloodstain on left side of machete handle (10915520) Positive 

10916363D Entire surface of machete handle (10915520) Positi ve 

10916363E Entire surface ofmachete blade (10915520) Positive 

10916364A Apparent bloodstain on plastic bag (10915915) Positive 

10916364B Exterior of the plastic bag (10915915) Positive 


DENE1AM, Vaughn 
18-025270 
18080013593 
August 8, 2018 
664/187 P.C. 
Detective T. Demas 
David Comacchia 
October 11,2018 




The following references were sampled for DNA analysis: 


10916889 

10917048 Vaughn Denham 


CONCLUSIONS 

1) 10916361A: Apparent bloodstain on container (10915502) 

Number of DNA contributors: 4 (Ratio 89:6:4:2) 

Strong support for inclusion: ^^^^^^^ 1 ( 89 % ) 

Limited support for inclusion: Vaughn Denham (4%) 







FORENSIC BIOLOGY UNIT 
Page 2 of 4 


Case #18-025270 
October 11,2018 


It is 6.15 x 10 29 times more likely to obtain the DNA results a contributor than if he is 

not a contributor. 

It is 878 times more likely to obtain the DNA results if Vaughn Denham is a contributor than if he is 
not a contributor. 


It is 8.74 x 10 32 times more likely to obtain the DNA results if 
contributors than if neither are contributors. 



and Vaughn Denham are 


2 ) 


10916361B: Exterior of the container (10915502) 

Number of DNA contributors: 4 (Ratio 49:27:19:6) 

Strong support for inclusion: Vaughn Denham (49%) and 



It is 4.42 x 10 8 times more likely to obtain the DNA results if Vaughn Denham is a contributor than if 
he is not a contributor. 


It is 6.54 x 10 17 times more likely to obtain the DNA results if^^^^^^is a contributor than if he is 
not a contributor. 


It is 2.11 x 10 times more likely to obtain the DNA results if Vaughn Denham and 
contributors than if neither are contributors. 


3) 10916363A: Apparent bloodstain on right side of machete blade (10915520) 

Number of DNA contributors: 1 

Strong support for inclusion: 

Exclusion: Vaughn Denham 

It is 3.07 x 10 times more likely to obtain the DNA results if a contributor than if he is 

not a contributor. 

4) 10916363B: Apparent bloodstain on left side of machete blade (10915520) 

Number of DNA contributors: 2 (Ratio >99: <1) 

Strong support for inclusion: 

Inconclusive*: Vaughn Denham 

It is 4.17 x 10 29 times more likely to obtain the DNA results if^^^^^His a contributor than if he is 
not a contributor. 

5) 10916363C: Apparent bloodstain on left side of machete handle (10915520) 

Number of DNA contributors: 2 (Ratio 63:37) 

strong support for inclusion: ^^^^^|(63%) and Vaughn Denham (37%) 




FORENSIC BIOLOGY UNIT 
Page 3 of 4 


Case #18-025270 
October 11,2018 


It is 1.48 x 10 29 times more likely to obtain the DNA results if^^^^^^is a contributor than if he is 
not a contributor. 

It is 1.30 x 10 27 times more likely to obtain the DNA results if Vaughn Denham is a contributor than if 
he is not a contributor. 

It is 1.90 x 10 57 times more likely to obtain the DNA results if ^^^^^^and Vaughn Denham are 
contributors than if neither are contributors. 

6) 10916363D: Entire surface of machete handle (10915520) 

Number of.DNA contributors: 2 (Ratio 72:28) 

strong support for inclusion: ^^^^^^(72%) and Vaughn Denham (28%) 

It is 4.89 x 10 28 times more likely to obtain the DNA results if a contributor than if he is 

not a contributor. 

It is 2.04 x 10 24 times more likely to obtain the DNA results if Vaughn Denham is a contributor than if 
he is not a contributor. 

It is 3.28 x lO 5 * times more likely to obtain the DNA results and Vaughn Denham are 

contributors than if neither are contributors. 


7) 10916363E: Entire surface of machete blade (10915520) 

Number of DNA contributors: 2 (Ratio 95:5) 

Strong support for inclusion: %) 

Inconclusive*: Vaughn Denham 

It is 5.04 x 10 2; times more likely to obtain the DNA results if a contributor than if he is 

not a contributor. 


8) 10916364A: Apparent bloodstain on plastic bag (10915915) 

Number of DNA contributors: 2 (Ratio 99:1) 

Strong support for inclusion: Vaughn Denham (99%) and | 

It is 2.07 x 10 27 times more likely to obtain the DNA results if Vaughn Denham is a contributor than if 
he is not a contributor. 


It is 7.44 x 10 4 times more likely to obtain the DNA results if^^^^^^^is a contributor than if he is 
not a contributor. 


It is 5.77 x 10 32 times more likely to obtain the DNA results if Vaughn Denham and^^^^^^^^ue 
contributors than if neither are contributors. 



FORENSIC BIOLOGY UNIT 
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Case #18-025270 
October 11,2018 


9) 10916364B: Exterior of the plastic bag (10915915) 

Number of DNA contributors: 3 (Ratio 95:3:1) 

Strong support for inclusion: Vaughn Denham (95%) %) 

It is 1.67 x 10 27 times more likely to obtain the DNA results if Vaughn Denham is a contributor than if 
he is not a contributor. 

It is 4.93 x l O' 1 times more likely to obtain the DNA results if a contributor than if he is 

not a contributor. 

It is 3.16 x 10 32 times more likely to obtain the DNA results if Vaughn Denham and ^^^^^^|are 
contributors than if neither are contri butors. 


*The likelihood ratio result does not provide sufficient support for inclusions or exclusions. 


DISPOSITION OF EVIDENCE 


The evidence was returned to the Property Room. The remaining DNA extracts generated during 
analysis were impounded in the Property Room under Barcode #10928773. 


If you have any questions regarding this report please feel free to contact me. 



David Cornacchia, ID #8815 

Criminalist 

October 11,2018 


Analytical batch stored under: AB_DC„20180911 

Technical Review: 


Date: _J& Administrative Review: Itffc Date: 






San Diego Police Department 
Laboratory Work Request 




Order Number: 
Case Number: 
Incident Number: 
Victim(s) Name: 
Suspect(s) Name: 
Charge: 

Court Date: 

Prelim Date: 


PDSG180830-009 
18025270 

Vaughn Denham 
664/187 PC 


Incident Date: 
Date Submitted: 
Requestor: 
Cmd/Unit: 

Lab Unit: 
Assigned To: 


08/08/2018 
8/30/2018 8:37:00 AM 
TRAVIS DEMAS 
Homicide 
Crime Scene Unit 


DDA: 

Phone: 


Case Scenario:^^^^ 

On 08/08/2018,was involved in a disturbance with DENHAM. DENHAM struck^^^Bn the head, chest, and 
wrist with a machete. DENHAM then fled the scene, grabbed a metal link chain, and attempted to assault an officer. 
DENHAM was shot and killed by police. A witness at the scene said DENHAM was on PCP at the time 


Print and DNA request submitted - LRA 8/30/18 

PDSG180830-009 18025270 


Work Requests 


Lab Unit: Crime Scene Unit 


Request Num: 18CS0912 


Tracking#: Barcode Number Descripton 


Test Requested 


18CS0912-001 10915520 

18CS0912-001 10915520 

18CS0912-002 10915502 

18CS0912-002 10915502 

18CS0912-003 10915915 

18CS0912-003 10915915 


machete 

machete 

Green medical canister 
Green medical canister 
baggie of Marijuana 
baggie of Marijuana 


Latent Print Processing 
DNA swabbing 
Latent Print Processing 
DNA swabbing 
Latent Print Processing 
DNA swabbing 


Additional Information: 


18080013593 


Lab Unit: DNA 
Tracking #: 

18FB2179-001 
18FB2179-002 


Barcode Number 

10915502 

10915915 


Request Num: 18FB2179 


Descripton 

green medical Canister 
Baggie of marijuana 


Test Requested 

DNA analysis 
DNA analysis 


Additional Information: 


Page 1 of 1 


















SAN DIEGO POLICE DEPARTMENT 
FORENSIC SCIENCE SECTION 

CRIME SCENE UNIT LABORATORY REPORT 



VICTIM: 

SUSPECT: 

CHARGE: 

INCIDENT #: 

CASE #: 

HOMICIDE TEAM IV: 

DATE OF INCIDENT: 

SCENE LOCATION: 

CRIME SCENE SPECIALIST: 
CRIMINALIST: 


CRIME SCENE UNIT REPORT 1 


SDPD Officer C. PITTS, ID #7564 
DENHAM, Vaughn 

OlS/Spec. Inv. / 664/187(a) PC / 245(c) PC 
18080013593 

18-025270 / 18-025268 / 18-025269 
Detective T. Demas / Sergeant M. Velovich 
August 8, 2018 (Wednesday) 

1000 block of South 40"’Street 
Ally Southerland 
Brian Lew 


Scene 

I arrived at the scene located on the 1000 block of South 40 th Street, on August 8,2018, at 
approximately 1755 hours. 1 met Criminalist B. Lew, ID #8228, Detective T. Demas, ID #6479, 
Sergeant M. Velovich, ID #5353, and other members of Homicide Team IV, at this location, for 
the briefing. 


Officer Processing (Iwatsuru) 

I arrived at the San Diego Police Department Crime Scene Unit Studio on August 8,2018, at 
approximately 2155 hours, to process San Diego Police Officer J. Iwatsuru, ID #7129.1 met 
Sergeant M. Velovich, ID #5353, at this location. I took digital images #1 through #26, starting 
at approximately 2220 horn's. I collected items of evidence starting at approximately 2225 hours. 


Photography 


#1 - # 12 : 
#13- #16: 
#17-#18: 
#19-#20: 
#21 -# 22 : 


Views of the front, left, back and right sides of the Officer. 
Views of the Officer’s duty belt. 

Views of the Officer’s empty handcuff pouch. 

Views of the Officer’s nameplate, badge and body worn camera. 
Views of the Officer’s hands. 



CRIME SCENE UNIT 
Crime Scene Unit Report 1 
Incident #18080013593 
Case #18-025270 
August 27, 2018 
Page 2 of 18 

#23 - #26: Views of the apparent bloodstains on the Officer’s key cord and pant leg, each 

from which a swab was collected. 


Evidence 

10916514: One swab of an apparent bloodstain. This item was collected from the cord on the 

Officer’s keys, in his duty belt. 

10916522: One swab of an apparent bloodstain. This item was collected from the Officer’s 

pants, on the left knee area. 


Officer Processing (Langley) 

While at the San Diego Police Department Crime Scene Unit Studio on August 8, 2018,1 also 
processed San Diego Police Officer E. Langley, ID #7523. Sergeant M. Velovich, ID #5353, was 
/ present during the processing. I took digital images #27 through #58, starting at approximately 

2230 hours. I collected items of evidence starting at approximately 2237 hours. 

Photography 

#27 - #38: Views of the front, left, back and right sides of the Officer. 

#39 - #42: Views of the Officer’s duty belt. 

#43 - #44: Views of the Officer’s nameplate, badge and body worn camera. 

#45 - #46: Views of the Officer’s hands. 

#47 - #50: Views of the discolorations on the Officer’s knees. 

#51 - #52: Views of the apparent bloodstains on the Officer’s pant leg, from which a swab 

was collected. 

#53 - #56: Views of the patches on the Officer’s pant leg. 

#57 - #58: Views of the apparent bloodstains on the Officer’s boot, from which a swab was 

collected. 
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Evidence 

10916534: One swab of an apparent bloodstain. This item was collected from the Officer’s 

pants, on the right knee area. 

10916535: One swab of an apparent bloodstain. This item was collected from the Officer’s 

right boot, near the toe area (exterior). 


Officer Processing (Pitts) 

While at the San Diego Police Department Crime Scene Unit Studio on August 8, 2018,1 also 
processed San Diego Police Officer C. Pitts, ID #7564. Sergeant M. Velovich, ID #5353, was 
present during the processing. I took digital images #59 through #80, starting at approximately 
2247 hours. I received one item of evidence at approximately 2250 hours. 

Photography 


#59 - #70: 

Views 

#71 - #74: 

Views 

#75 - #76: 

Views 

#77 - #78: 

Views 

#79 - #80: 

Views 


of the front, left, back and right sides of the Officer. 

of the Officer’s duty belt. 

of the Officer’s empty taser holster. 

of the Officer’s nameplate, badge and body worn camera dock, 
of the Officer’s hands. 


Officer’s Firearm 

One Glock “17 Gen4” “9 x 19” handgun with serial number The handgun has one 

seated firearm magazine and a “TLR-1 HL STREAMLIGHT” light attached to it. Two loaded 
Glock “9mnfffiremrmnaaazines were also received with the handgun. See the report by 
CriminalistHHHBBHH, for the full inventory of the firearm and magazines. 
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Return to Scene 

I returned to the scene, located on the 1000 block of South 40 th Street, on August 8,2018, at 
approximately 2316 hours. I met Detective T. Demas, ID #6479, and Sergeant M. Velovich, 

ID #5353, at this location. I took digital images #81 through #435 starting at approximately 2322 
hours. I collected and/or received items of evidence, starting at approximately 0210 hours, on 
August 9, 2018. 

Photography 

#81 - #82: Views of the street signs at the intersection of South 40 th Street and National 

Avenue. 

#83 - #106: Views of the 1000 block of South 40 th Street, facing south. 

#107 - #118: Views of the 1000 block of South 40 th Street, facing west. 

i 

#119 - #13 0: Views of the 1000 block of South 40 th Street, facing east. 

#131 - #150: Views of the vehicles parked along the curb lines of the 1000 block of South 40 th 
Street, including views of the visible addresses of the residences where the 
vehicles are parked. 

#151 - #157: Views of the scene, including views of the S and O placards. The S placard 
represents the approximate location of the suspect, and the O represents the 
approximate location of Officer C. Pitts, ID #7564. The placards were placed 
based on the information of Officer C. Pitts, during the walk through at the scene. 

#158 - #169: Location views of the items of evidence identified with placards 1 through 20. 

#170 - #172: Views of the approximate perspective view of Officer C. Pitts, ED #7564, to the 
suspect. 

#173 - #174: Views of tire approximate perspective view of the suspect, to Officer C. Pitts, 

ID #7564. 

#175 - #176: Views of the cartridge case (placard 1). 

#177 - #179: Views of the cartridge case (placard 2). 

#180 - #181: Views of the chain (and taser barbs) [placard 3]. 

View of the metal apparent wristwatch band piece (placard 4). 


#182; 
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#183: 

#184: 

#185-#186: 
#187: 

#188: 

#189-#190: 
#191 -#194: 
#195: 

#196-#197: 
#198: 

#199: 

# 200 : 

# 201 : 

# 202 : 

#203: 

#204-#205: 


View of the two metal apparent wristwatch pieces (placard 5). 

View of the two metal apparent wristwatch pieces (placard 6). 

Views of the apparent bloodstain (placard 7), from which a swab was collected. 
View of backpack (placard 8). 

View of the stone (placard 9). 

Views of the nickel (placard 10). 

Views of the stone (placard 11). 

View of the handcuffs (placard 12). 

Views of the quarter and the lighter (placard 13). 

View of the shoe (placard 14). 

View of the plastic piece and card (placard 15), 

View of the plastic bag containing apparent marijuana (placard 16). 

View of the wallet (pl acard 17). 

View of the apparent wristwatch piece (placard 18). 

View of the razor (placard 19). 

Views of the portable speaker (placard 20). 


Digital images #206 through #218 were taken of the San Diego Police Department patrol vehicle 
#7007 4 , with California exempt license plate “1344638.” This vehicle was parked facing 
northeast, near the south end of the 1000 block of South 40 th Street. 

#206 - #209: Views of the exterior vehicle. 

#210 - #218: Views of the interior of the vehicle, including the trunk compartment. 

#219 - #221: Location views of the item of evidence identified with placard 21. 
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#222 - #223: Views of the bullet (placard 21). 

#224: View of the street signs at the intersection of South 40 th Street and Newton 

Avenue. 

#225 - #236: Views of the intersection of South 40 th Street and Newton Avenue. 

#237 - #261: Views of the 1100 block of South 40 th Street, facing south. 

#262: View of the street signs at the intersection of South 40 th Street and Boston 

Avenue. 

#263 - #280: Views of the 1100 block of South 40 th Street, facing north. 

#281 - #291: Views of the 1100 block of South 40 th Street, facing east. 

#292 - #301: Views of the 1100 block of South 40 th Street, facing west. 

* #302 - #318: Views of the vehicles parked along the curb lines and in the driveways, of the 

1100 block of South 40 th Street. 

#319 - #320: Location views of the item of evidence identified with placard 22. 

#321 - #322: Views of the taser and laser cartridge (placard 22). 

#323 - #347: Views of the 4000 block of Boston Avenue, facing west, 

#348 - #365: Views of the 4000 block of Boston Avenue, facing east. 

#366" - #376: Views of the 4000 block of Boston Avenue, facing south. 

#377 - #386: Views of the 4000 block of Boston Avenue, facing north. 

#387 - #404: Views of the vehicles parked along the curb lines of the 4000 block of Boston 
Avenue. 

#405 - #412: Location views of the items of evidence identified with placards 23 through 26 
and the indentation identified with placard A. 

#413 - #414: Views of the apparent bloodstain (placard 23), from which a swab was collected. 

( 


#415: 


View of the wallet (placard 24). 
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#416 - #417: Views of the knife (placard 25). 
#418: View of the shirts (placard 26). 


Digital images #419 through #435 were taken of the San Diego Police Department patrol vehicle 
#6945 4 , with California exempt license plate “1340485.” This patrol vehicle was parked, facing 
east in front (north) of 4051 Boston Avenue. 

#419 - #422: Views of the damage/indentation on the hood of the patrol vehicle (placard A). 
#423 - #426: Views of the exterior of the patrol vehicle. 

#427 - #435: Views of the interior of the patrol vehicle. 


Evidence 

t 

The following twenty-two items of evidence, identified with placards 1 through 21 were 

collected from the 1000 block of South 40 th Street. 

10916545; One cartridge case with headstamp “F C 9MM LUGER” (placard 1). This item 
was collected from the west side of the southbound lane. 

10916552: One cartridge case with ( headstamp “F C 9MM LUGER” (placard 2). This item 

was collected from the west side of the southbound lane. 

10916556; One rusty, silver-colored metal chain with a black metal apparent belt clip 

attached to one end (placard 3). The belt clip has apparent tom fabric attached to 
it and both the chain and clip have apparent bloodstains on them. The chain has 
two taser prongs entangled in it along with their attached copper wires. The chain 
itself is approximately four feet and three inches long, and weighs approximately 
three pounds. The belt clip is an additional three inches in length. This item was 
collected from the west side of the southbound lane, near the gutter. 

10916564: One silver-colored metal, apparent section/half of a wristwatch band with 

apparent bloodstains on it (placard 4). Five of the links have clear stones 
embedded in them. This item was collected from near the middle of the 
southbound lane. 

10916565: Two silver-colored pieces of metal with apparent bloodstains on them (placard 5). 

The metal pieces appear to be parts of a watch face. This item was collected from 
near the middle of the southbound lane. 
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10916567: This item (placard 6) consists of the following: 

• One silver-colored metal, apparent section/half of a wristwatch band with 
apparent bloodstains on it. Five of the links have clear stones embedded in 
them. 

• One silver-colored metal piece. The piece appears to be part of a 
mechanism to a watch face. 

This item was collected from the near the middle of the southbound lane. 

10916568: One swab of an apparent bloodstain (placard 7). This item was collected from the 

yellow/middle line (southbound side). 

10916711: One black, blue and grey “UC San Diego Health” single-strap/sling backpack 

(part of placard 8) containing the following: 

• Two tourniquets, one opened and one unopened. 

• One opened package of “Foam Electrodes,” containing five apparent foam 
electrodes. 

• One unopened package of “COMBAT GAUZE.” 

• Seven unopened packages of “HyFin Vent” chest seals. 

• One clear plastic re-sealable bag containing the following: 

o One unopened tourniquet, 
o Two pairs of clear protective eye wear, 
o Two -unopened pairs of utility scissors, 
o Four unopened packages of “HyFin Vent” chest seals, 
o Three unopened package of “COMBAT GAUZE.” 
o Two unopened packages of “Petrolatum Gauze.” 
o Two sealed “Needle Decompression” kits, 
o Numerous garbage bags rolled together, 
o One empty, clear plastic re-sealable bag. 

• One clear plastic re-sealable bag containing three “4 mg/2 mL” bottles 
labeled “Ondansetron.” This item was removed from the backpack and 
impounded under 10916716. 

This item was collected from the northbound lane. 


10916716: One clear plastic re-sealable bag containing three “4 mg/2 mL” bottles labeled 

“Odansetron” (part of placard 8). Each bottle is approximately half full with a 
clear liquid. This item was removed from the contents of the backpack 
(10916711). 

10916720: One pink stone that appears to be broken in half, with apparent bloodstains on it 

(placard 9). This item was collected from near the middle of the'northbound lane. 
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10916722 : One nickel in United States currency (placard 10). This item was collected from 

the northbound lane. 

10916726 : One clear stone (in a cone-like shape) with several defects in it and apparent 

bloodstains on it (placard 11). This item was collected from the northbound lane. 

10916738 : One pair of silver-colored handcuffs with “IWATSURU” engraved in them and 

apparent bloodstaias on them (placard 12). This item was collected from the 
northbound lane. 

10916761 : This item (placard 13) consists of the following: 

• One quarter in United States currency. 

• One clear “MK” lighter with apparent bloodstains on it. 

This item was collected from the northbound lane. 

10916808 : One size “13” tan “SKECHERS” slip-on shoe with apparent bloodstains on it 

(placard 14). This item was collected from the middle of the lanes, between the 
double yellow lines. 

10916815 : This item (placard 15) consists of the following: 

• One round piece of black plastic with half of a broken mirror on one side. 

• One “VIEJAS” players card in the name 

This item was collected from the yellow/middle line (southbound side). 

10915915 : One clear plastic re-sealable bag containing apparent marijuana and one piece of 

white paper (placard 16). The bag has apparent bloodstains on it and is tied in a 
knot. This item was collected from the southbound lane. 

10916819 : One wallet in a print, designed to look like a one hundred dollar bill (placard 17). 

The wallet contains the following: 

• One white piece of paper. 

• One counterfeit one hundred dollar bill with four red lip prints on it. 

This item was collected from the southbound lane. 

10916831 : One bent, round piece of silver-colored metal with clear stones embedded in it 

(placard 18). The piece appears to be part of a wristwatch. This item was collected 
from the southbound lane. 

10916833 : One black and white “BiC” razor with apparent bloodstains on it (placard 19). 

This item was collected from the southbound lane. 

10916834 : One black portable speaker (placard 20). This item was collected from the 

southbound lane. 
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10916835 : One copper-jacketed bullet (placard 21). This item was collected from the 

northbound lane (near the middle). 

10916844 : One black plastic taser with no cartridge seated and one fired cartridge with a 

copper wire attached (placard 22). The taser has the following printed on it (in the 
cartridge compartment): The fired cartridge has the 

it: This 

item was collected from the northbound lane of the 1100 block of South 40 th 
Street. 


The following four items of evidence, identified with placards 23 through 26 were collected from 
the 4000 block of Boston Avenue. 

10916856 : One swab of an apparent bloodstain (placard 23). This item was collected from 

the westbound lane. 

10914127 : O ne maroon wal let containing identification cards and banking cards in the name 

of^^M(placard 24). This item was collected from the hood/windshield 
of the San Diego Police Department patrol vehicle 6945 4 , parked facing east in 
front (north) of4051 Boston Avenue. 

10916861 : One “FALCON” folding knife with a blue handle and a black blade (placard 25). 

This item was collected from the retaining wall on the north side of 4051 Boston 
Avenue. 

10916868 : This item (placard 26) consists of the following: 

• One soiled, off-white (with brown horizontal stripes) collared short- 
sleeved shirt with apparent bloodstains on it. The name “Sharp, p” has 
been sewn in over the label of the shirt. 

• One size “Medium” red (with white horizontal stripes) “BASIL LOLA” 
razor-back tank-style shirt/dress with apparent bloodstains on it and a hole 
in it. Part of the back is lace. 

This item was collected (soaking wet) from the south sidewalk of Boston Avenue, 
in front (north) of 4051 Boston Avenue. 
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I received the following four items of evidence from Detective B. Sanchez, ID #6610, on the 
1100 block of South 40 th Street, outside the scene perimeter, on August 9,2018, at 
approximately 0408 hours. 

10916889 : One unsealed “MOUTH REFERENCE SWAB COLLECTION KIT” envelope 

labeled with the following information:^^^^_^^^^_ 

“Reference mouth swabs from: 

VICTIM 

Collected By: C. MURRAY 
ID#: 6120 

Date Collected: 08/08/2018.” 

10916897 : One unsealed brown paper bag with the following handwritten on it: 

“ITEM:(1) BULLET FROM SUSPECT 
LOC: MCSD OR #11 
RECOVERED BY: B. SANCHEZ #6610 
FROM: OFF. DOWNING #7203 
TIME: 2430 HOURS” 

The bag contains one clear plastic container with a white screw-top lid. The 
plastic container has one bullet in it with apparent bloodstains and apparent fabric 
on it. 

10916905 : One unsealed brown paper bag with the following handwritten on it: 

“SUSPECT’S SHOE 
RECOVERED BY: B. SANCHEZ #6610 
FROM OFF. DOWNING #7203 
TIME: 2430 HOURS 
LOC: UCSD O.R.#ll” 

The bag contains one size “13” tan “SKECHERS” slip-on shoe with apparent 
bloodstains on it and one silver-colored metal bracelet with apparent bloodstains 
on it. 

10916928 : One unsealed brown paper bag with the following handwritten on it: 

“ITEM: VICTIM’S CLOTHING 
LOC: UCSD TRAUMA BED # 527A 
RECEIVED BY: B. SANCHEZ #6610 
FROM: OFF. R. HAMILTON #” 

The bag contains the following: 

o One pair of size “13” black “LUGZ” work boots. 

° One pair of black socks. The socks are inside out. 

° One pair of size “L” grey plaid “KIRKLAND” swim-trunk-style shorts 
with apparent bloodstains on them and apparent medical intervention cuts. 
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• One tied and cut apparent drawstring. 

• One grey lighter and one piece of paper. 

The items were inside of a clear plastic “PATIENT BELONGINGS” bag and 
were removed for impound purposes. 


Search Warrant 

I arrived at the residence located at Avenue, on August 9, 2018, at approximately 

0540 hours, to assist in the execution of a search warrant. Detectives T. Demas, ID #6479, and 
M. Delgadillo, ID #5596, met me at this location. I took digital images #436 through #612, 
starting at approximately 0541 hours. I collected items of evidence starting at approximately 
0550 hours. 


Photography 
#436 -#449: 
#450-#452: 
#453: 

#454 - #460: 
#461 - #466: 
#467 - #469: 
#470 - #472: 
#473 - #478: 
#479 - #500: 

#501 -#505: 
#506-#508: 
#509: 

#510-#521: 


Views of the driveway. 

Location views of the item of evidence identified with placard 27. 

View of the green container (placard 27). 

Views from the driveway to the ladder on the east side of the house. 

Views of the roof. 

Location views of the item of evidence identified with placard 28. 

Views of the machete (placard 28). 

Views from the east side of the house to the backyard. 

Views of the backyard, including views of the damage to the vehicles in the 
backyard. 

Views from the backyard to the back porch. 

Views of the back porch. 

View from the back porch to the rear (north) living room in the house. 
Views of the rear (north) living room. 
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#522: 

#523 -#533: 
#534: 

#535 -#548: 
#549: 

#550 - #559: 
#560: 

#561 -#573: 
#574 - #576: 

#577 - #578: 
#579-#591: 
#592 - #602: 
#603 - #609: 

#610-#612: 


View from the rear (north) living room to the middle living room. 

Views of the middle living room. 

View from the middle living room to the front (south) bedroom. 

Views of the front (south) bedroom and attached bathroom. 

View from the front (south) bedroom to the kitchen. 

Views of the kitchen and attached dining space. 

View from the kitchen to the room on the west side of the kitchen. 

Views of the room on the west side of the kitchen. 

Views from the room on the west side of the kitchen, to the bathroom attached to 
the front (south) living room. 

Views of the bathroom attached to the front (south) living room. 

Views of the front (south) living room. 

Views of the bedroom attached to the front (south living room). 

Views of the front (south) living room and front door, including views of the 
dominion and control, the search warrant and the receipt and inventory. 

Views from the front door to the driveway. 


Evidence 

10915502: One green plastic, flip-top container with apparent bloodstains on it and trace 

amounts of dark liquid and debris (specks) inside of it (placard 27). The bottle has 
a label on it which reads “Medical Cannabis” and the “Strain” is handwritten as 
“Blue dream.” This item was collected from the mulch, along the east fence line 
of 4056 Boston Avenue, near the south end of the driveway. 

10915520: One silver-colored metal machete with apparent bloodstains on it (placard 28). 

The grips of the handle are missing. This item was collected from the roof of4056 
Boston, on the west side. 
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Autopsy 

I arrived at the San Diego County Medical Examiner’s Office on August 9, 2018, at 
approximately 0900 hours, to attend the autopsy of suspect Vaughn Denham (ME #18-1945). I 
met Detectives T. Demas, ID #6479, and M. Delgadillo, ID #5596, at this location. I took digital 
images #613 through #778, starting at approximately 0945 hours. I collected and/or received 
items of evidence starting at approximately 1002 hours. 

Photography 

#613 - #616: Views of the sealed body bag, and the Medical Examiner’s red lock, nametag and 
blue identification tag. 

#617: View of the suspect’s X-Rays. 

#618 - #619: Views of the susp ect b efore the sheet was unti ed. 

#620 - #623: Views of the suspect after the sheet was untied. 

Digital images #624 through #707 were taken of the suspect in an unwashed and unclothed 
condition. 

#624 - #625: Views of the suspect after the head, hand and feet bags were removed and 
collected. 

#626 - #633: Views of the suspect’s hands. 

#634 - #638: Views of tire back side of the suspect. 

#639 - #640: Views of the socks after they were removed and collected from the suspect. 

#641 - #644: Views of the suspect’s clothing, 

#645 - #658: Views of the left, front and right sides of the suspect. 

#659 - #666: Views of the apparent injuries on the suspect’s left leg. 

#667 - #670: Views of the apparent injuries on the suspect’s left hand and left shoulder. 

#671 - #679: Views of the apparent injuries on the suspect’s face and neck. 

Views of the apparent injuries on the suspect’s right arm and hand. 


#680 - #685 
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#686 - #689: Views of the apparent injuries on the suspect’s torso. 

#690 - #701: Views of the apparent injuries on the suspect’s right leg and foot. 

#702 - #705: Views of the apparent injuries on the suspect’s mouth. 

#706 - #707: Views of the suspect’s necklaces. 

Digital images #708 through #755 were taken of the suspect in a washed and unclothed 
condition. 

#708 - #717: Views of the suspect’s hands, including views of the apparent injury on the 
suspect’s left hand. 

#718 - #719: Views of the apparent injury on the suspect’s torso. 

#720 - #729: Views of the left, front and right sides of the suspect. 

#730 - #731: Views of the apparent injuries on the suspect’s left shoulder. 

#732 - #737: Views of the apparent injuries and tattoo on the suspect’s neck and face. 

#738 - #746: Views of the apparent injuries and tattoos on the suspect’s right ann. 

#747 - #751: Views of the back side of the suspect. 

#752 - #755: Views of the apparent injuries on the back of the suspect. 

#756 - #760: Views of the suspect’s skull after the scalp was reflected. 

#761: View of the suspect’s skull after the brain was removed. 

#762 - #765: Views of the suspect’s neck during different stages of dissection. 

#766 - #770: Views of the fragments (part of 10917064) in the suspect’s right arm. 

#771 - #772: Views of the fragment ( 10917062 ) in the suspect’s left hand. 

#773 - #774: Views of the fragment (part of 10917064) in the suspect’s right arm. 

#775 - #778: Views of the fragments after they were removed from the suspect’s right arm and 
left hand. 
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Evidence 

10916975: One paper bag. This item was removed and collected from around the suspect’s 

head. 

10916979: One paper bag. This item was removed and collected from aroitnd the suspect’s 

left hand. 

10916982: One paper bag. 'This item was removed and collected from around the suspect’s 

right hand. 

10916985: One paper bag. This item was removed and collected from around the suspect’s 

left foot. 

10916988: One paper bag. This item was removed and collected from around the suspect’s 

right foot. 

10917005: One pair of black socks with a white skull pattern and apparent bloodstains on 

them. This item was removed and collected from the suspect’s feet. 

10917008: This item consists of the following: 

® One pair of blood-soaked, size “L,” red (with a peppennint candy pattern) 
boxer-style underwear. The underwear has apparent medical intervention 
cuts. 

• One pair of size “W 3 8” black “COOGI” cargo-style shorts with apparent 
bloodstains on them and apparent medical intervention cuts. There is a 
pink stone that appears to be broken in half in the right cargo/side pocket. 
The shorts have a black “carhartt” belt threaded through the belt loops 
with apparent bloodstains on it. 

■ This item was removed and collected from under the suspect. 

10917014: This item consists of the following: 

® One turquoise stone, 
a One black piece of apparent asphalt. 

® One silver-colored metal chain necldace with a silver-colored metal 
pendant that has a purple crystal/stone attached to it. The necklace has 
apparent bloodstains on it. 

® One black cord/string necklace with two rock/stone pendants and one 
silver-colored metal part/top to a pendant. 

The two necklaces were removed and collected from around the suspect’s neck. 
The asphalt piece and the turquoise stone were collected from the sheet/body bag, 
beneath the suspect’s head. 
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10917021: One stud earring with a yin-yang symbol on it. This item was removed and 

collected from the suspect’s left ear. 

10917036: This item consists of the following: 

• One silver-colored metal ring with a single clear stone (round) and 
apparent bloodstains on it. 

• One silver-colored metal ring with apparent bloodstains on it. The area 
where a stone would be is damaged and there is no stone. 

The single stone ring was removed from the suspect’s left little finger and the 
damaged ring was removed from the left ring finger. 

10917039: This item consists of the following: 

• One silver-colored metal ring with a single clear stone (square) and 
apparent bloodstains on it. 

• One silver-colored metal ring with a turquoise stone finish. 

The single stone ring was removed from the suspect’s right little finger and the 
turquoise ring was removed from the right ring finger. 

10917048: Two reference mouth swabs (used simultaneously). 

10917055: Fingernail scrapings. This item was collected from the suspect’s left hand. 

10917057: Fingernail scrapings. This item was collected from the suspect’s right hand. 

10917058: Plucked head hair. 


I received the following four items of evidence from Forensic Autopsy Specialist J. Newman, 
during the autopsy. 

10917062: One sealed envelope labeled “Left Hand.” This envelope contains one apparent 

bullet fragment, removed (by Dr, Schaber) from the suspect’s left hand. 

10917064: One sealed envelope labeled “Right Arm.” This envelope contains two apparent 

bullet fragments and one apparent copper jacket fragment, removed (by Dr. 
Schaber) from the suspect’s right arm. 

./ 0917066: One set of inked finger and palm prints. 

10917069: One vial of the suspect’s blood. 



One reference bloodstain card, prepared from the vial of the suspect’s blood 
(10917069). 





CRIME SCENE UNIT 

Crime Scene Unit Report 1 

Incident #18080013593 

Case #18-025270 

August 27, 2018 

Page 18 of 18 

Discs 

J0918283: One “Master” DVD containing digital images #1 through #261 of the Officer 

processing(s) and scene. 

10918284: One “Working Copy” DVD containing digital images #1 through #261 of the 

Officer processing(s) and scene. 

10918285: One “Master” DVD containing digital images #262 through #500 of the scene and 

search warrant. 

10918286: One “Working Copy” DVD containing digital images #262 through #500 of the 

scene and search warrant. 

10918287: One “Master” DVD containing digital images #501 through #778 of the search 

warrant and autopsy. 

10918288: One “Working Copy” DVD containing digital images #501 through #778 of the 

search warrant and autopsy. 


DISPOSITION OF EVIDENCE 

Each item of evidence was assigned a unique barcode and will be impounded in the 
Headquarters Property Room under Incident #/ 8080013593. 

Additional copies of the “Working Copy” DVDs were released to Detective T. Demas, 


I I JiiM i foTrSTCTJ TH S*«r<¥ I'M 


Ally Southerland, ID #8841 
Crime Scene Specialist 
August 27, 2018 
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SUSPECT: 
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INCIDENT #: 

CASE #: 

HOMICIDE TEAM IV: 

DATE OF INCIDENT: 

SCENE LOCATION: 

CRIME SCENE SPECIALIST: 


CRIME SCENE UNIT REPORT 2 
Evidence Processing 

I processed the following items of evidence prior to impound, starting on August 13, 2018. These 
items were processed using one or more of the following techniques: visual examination, 
cyanoacrylate ester filming, magnetic powder, black powder, coomasie blue, heptane ninhydrin 
and swabbing. 

10915502: One green plastic, flip-top container with apparent bloodstains on it. The 

container has trace amounts of a dark liquid and debris (specks) in it. 

Results: 

10916360: This item consists of the following: 

• One digital image of visible prints was taken. 

• Two latent print cards containing lifts of developed prints were 
collected. 

10916361: This item consists of the following: 

• One swab (A) of an apparent bloodstain. This item was collected 
from the label of the container, before latent print processing. 

• One swab (B) of possible DNA evidence. This item was collected 
from the entire exterior surface of the container, after latent print 
processing. 


SDPD Officer C. PITTS, ID #7564 
DENHAM, Vaughn 

OlS/Spec. Inv. / 664/187(a) PC / 245(c) PC 
18080013593 

18-025270/ 18-025268/ 18-025269 
Detective T. Demas / Sergeant M. Velovich 
August 8, 2018 (Wednesday) 

1000 block of South 40 th Street 
Ally Southerland 
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10915520: One silver-colored metal machete with apparent bloodstains, hair and 

fibers on it. The grip panels are missing. 

Results: 

10916360: One latent print card containing a lift of developed print was collected. 

10916362: Apparent hair and fibers. This item was collected from the serrated edge 

of the machete, before latent print processing. 

10916363: This item consists of the following: 

• One swab (A) of an apparent bloodstain. This item was collected 
from the right side of the blade of the machete, by the blade edge, 
before latent print processing. 

• One swabs (B) of an apparent bloodstain. This item was collected 
from the left side of the blade of the machete, by the serrated edge, 
before latent print processing. 

• One swab (C) of an apparent bloodstain. This item was collected 
from the left side of the handle of the machete, before latent print 
processing. 

• One swab (D) of possible DNA evidence. This item was collected 
from the handle of the machete, avoiding apparent bloodstains, 
after latent print processing, 

• Two swabs (E) [used simultaneously] of possible DNA evidence. 
This item was collected from the blade of the machete, after latent 
print processing. 

10915915: One clear plastic re-sealable bag with apparent bloodstains on it. The bag 

contains apparent marijuana. One piece of white paper was removed from 
the bag for processing purposes. 

Results: No prints developed on the piece of paper. 

10916364: This item consists of the following: 

• One swab (A) of an apparent bloodstain. This item was collected 
from the side of the plastic bag, before latent print processing. 

• One swab (B) of possible DNA evidence. This item was collected 
from the exterior surface of the plastic bag, avoiding apparent 
bloodstains, after latent print processing. 
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Discs 

10916371: One “Master” DVD containing digital images #779 through #811 of the evidence 

processing. 

10916372: One “Working Copy” DVD containing digital images #779 through #811 of the 

evidence processing. 

DISPOSITION OF EVIDENCE 

The processed items and the resulting items, which were each assigned a unique barcode, will be 
impounded in the Headquarters Property Room under Incident # 18080013593. 

Additional copies of the “Working Copy” DVD were released to Detective T. Demas, ID #6479, 
Homicide Team IV. 

Three latent print cards and two DVDs (one “Master” and one “Working Copy”) each containing 

vill be impounded under barcode 10916360. 


Crime Scene Specialist 
September 4, 2018 

Technical Review: UW&n k Date: 

Administrative Review: ar^| Date: g. * 
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VICTIMS: 

SUSPECT: 

CHARGE: 

CASE #: 

INCIDENT #: 

DATE OF INCIDENT: 

SCENE LOCATION: 
HOMICIDE TEAM 4: 

CRIME SCENE SPECIALIST: 
CRIMINALIST: 


SDPD Officer PITTS, Corey, ID #7564 

DENHAM, Vaughn 

O.t.S./Speeial Investigation 

18-025270 

18080013593 

August 8,2018 

4056 Boston Ave. 

Detective T. Demas, ID #6479 
Ally Southerland 
Brian Lew 


DATE OF REPORT: August 28, 2018 

BACKGROUND 

On August 8,2018, at approximately 1740 hours, Detective Sergeant Michelle Velovich 
requested ray assistance with an Officer-Involved Shooting (O.I.S.)/Speeial Investigation near 
4000 National Avenue. I arrived at the scene at approximately 1805 hours. 

The following is a synopsis of the infonnation provided at the scene: 

San Diego Police Department (SDPD) Officer Corey Pitts responded to^^BBoston 
Avenue where Denham was reported to have assaulted someone with a machete. Officer 
Pitts exited his vehicle and Denham began swinging a chain at him. Officer Pitts 
retreated northbound up South 40* Street as Denham advanced on him. He ordered 
Denham to stop, but Denham did not comply. Officer Pitts deployed his taser at 
Denham, but it was ineffective. He continued to retreat up to the 1000 block of 40 th 
Street from Denham, who was still advancing towards him, until Officer Pitts fired his 
service pistol twice to subdue him. 

SCENE DESCRIPTION 

South 40 th Street runs north/south and intersects Boston Avenue between the 1000 block and 
1100 block. A taser was located in the street on the 1100 block of South 40 th Street where 
Officer Pitts stated he deployed his laser at Denham. A chain, two cartridge casings, a bullet, 
first aid supplies, and apparent blood were located on the 1000 block of South 40 th Street where 
Officer Pitts stated he fired his service pistol at Denham. 
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OBSERVATIONS 

Footage from Officer Pitts' Body-Worn Camera 

The following is from my review of the footage from Officer Pitts’ body-worn camera: 

t 

Officer Pitts responds to the scene and exits his vehicle. Denham immediately swings a 
chain onto the hood of his patrol vehicle. While retreating northbound up South 40 th 
Street, Officer Pitts draws his taser, and commands Denham to stop and drop the chain. 
When Denham does not comply, Officer Pitts deploys his taser, but it does not subdue 
Denham. Officer Pitts continues to retreat northbound up South 40 th Street, facing 
southbound towards Denham, as Denham continues to advance on him. Officer Pitts 
eventually draws his service pistol and fires two times, hitting Denham both times. 

• Approximately one minute and twenty-nine seconds elapse between the time Officer Pitts 
contacts Denham and the time he discharges his service pistol. 

Statement from Officer Pitts 

Officer Pitts stated that he deployed his taser at Denham, who was positioned south of him on the 
1100 block of South 40 th Street, but it was ineffective. He stated that he retreated away from 
Denham up to the 1000 block of South 40 th Street where he fired two times in a southerly 
direction at Denham. Denham was approaching north towards Officer Pitts when Officer Pitts 
fired at him from a standing position. Officer Pitts did not reload his service pistol after he fired. 

SDPD Firearms Criminalist Toniann Rebick’s Report 

The following is based on information obtained from Criminalist Rebick’s report dated August 
22,2018: 

Officer Pitts’ Glock, model 17 was received with a cartridge in the chamber and a seated 
magazine containin^^^^^^^^^B Two additional magazines were received, one 
with^H^HHiHH^H cartridges in them. No more than three rounds could 
have been fired from the pistol. 

Denham‘s Injuries 

The following is based on information obtained from communication with Detective Demas: 

Denham had one penetrating gunshot wound to the right abdomen and one penetrating 
gunshot wound to the right bicep. 


CRIME SCENE REPORT 
Case #18-025270 
August 28, 2018 
Page 3 of 3 

CONCLUSIONS 

The following conclusions are based on the statements provided during the briefings, the 
evidence present at the scene, Officer Pitts’ body-worn camera footage, and the firearms report. 

1) Officer Pitts fired his Clock 17 two times in a southerly direction, striking Denham twice. 

The evidence, in general, supports file statement provided by the Officer Pitts. 

This report contains the conclusions, opinions, and interpretations of tire analyst whose signature 
appears below^-Please feel free to contact me with any questions regarding this report. 
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BriaMLevv, IIT#8228 
Criminalist 
August 28,2018 

Technical Review: 


Administrative Review: c thx. Date: 



SAN DIEGO POLICE DEPARTMENT 
FORENSIC SCIENCE SECTION 
FIREARMS UNIT LABORATORY REPORT 



VICTIM: 

SUSPECT: 

CHARGE: 

CASE #: 

INCIDENT #: 

HOMICIDE TEAM IV: 
DATE OF INCIDENT: 
SCENE LOCATION: 
CRIMINALIST: 

EVIDENCE EXAMINED: 


SDPD Officer C. PITTS, ID #7564 
DENHAM, Vaughn 
OlS/Special Investigation 
18-025270 
18080013593 

Detective T. Demas / Sergeant M. Velovich 
August 8, 2018 

1000 block of South 40 th Street 
Toniann Rebick 



SDPD Officer Pitts, ID #7564 

One Glock, model 17 Gen 4, semi-automatic pistol chambered in 9mm Luger caliber, serial 
number:with a Streamlight flashlight (S/N: 3709610517 -works), and three 
magazines. 

RESULTS AND CONCLUSIONS: 

The Glock pistol was received with the slide closed, the trigger set, a cartridge in the chamber, a 
Streamlight flashlight attached below the barrel, a seated magazine, and two extra magazines. 
The capacity of each of the magazines is ^^^^H ounds. The seated magazine contained 
fourteen cartridges, and the extra magazines contained All 

cartridges were consistent with Department issued ammunition. The total capacity of this pistol 
with one round in the chamber and a hill magazine ) The 

evidence indicates that if the pistol was “hot loaded,” three rounds were fired from this pistol. If 
a different number of cartridges had been loaded into the seated magazine, then a di fferent 
number of fired rounds would be indicated. The pistol was test fired and was found to operate 
normally. 

Details of all examinations are on file in the laboratory. 

DISPOSITION OF EVIDENCE: 

The pistol and the magazines were released to the Crime Scene Unit Gun Locker, One Firearms 
Processing Packet was booked into Property under Barcode #10915845. 



Toniann Rebick, ID# 8154 
Criminalist 11 
August 14,2018 


Technical Review: Date: /yAt^ J 8 

Administrative Review: '4^ Date: 8 fc* ^ 







SAN DIEGO POLICE DEPARTMENT 
FORENSIC SCIENCE SECTION 
FORENSIC TECHNOLOGY UNIT LABORATORY REPORT 



VICTIM: 

SUSPECT: 

CASE #: 

INCIDENT #! 

DATE OF INCIDENT: 

CHARGE: 

HOMICIDE: 


SDPD Officer PITTS, Corey 
DENHAM, Vaughn 
18-025270 
18080013593 
August 8, 2018 
OlS/Special Investigation 
Detective T. Demas 



EVIDENCE SUBMITTED 


m EG Fortune (M153) 


Handset: IMEI #353431095757415 
Carrier: Cricket 



Name/Owner: 
Phone ft: 



Cellebrite UFED Touch. Cellebrite UFED Physical Analyzer. 
RESULTS 


The videos from the LG Fortune were successfully extracted. 

Methods currently unavailable to the Forensic Technology Unit, as well as future updates to the ament extraction 
tools, may provide additional data. 

DISPOSITION OF EVIDENCE 


The submitted device* was returned to the owner. The Master Copy containing the extracted data 
was impounded in the Property Room under Barcode #10915932. A preliminary set of the 
extracted data was provided to Detective Demas for final review. 















SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 


DATE (occurrence): August 8, 2018 (Wednesday) 

TIME (occurrence): 1711 Hours 

LOCATION: 4056 Boston Avenue 

SUBJECT: 664/187- Attempt Murder - SDPD Case #18-025268 

OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event # 18-080013593 

Victim 

Officer: PITTS, Corey #7564 

_ Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 

OFFICER INTERVIEWED: Officer Corey Pitts, ID #7564 

S outheastcrn P atrol/3 rd Watch 
7222 Skyline Drive 
San Diego, Ca 92114 
Phone: (619) 527-3500 


INTERVIEW OF OFFICER PITTS: 

MD: Matt DOBBS, Lieutenant - SDPD Homicide Unit 
MV: Michelle VELOVICH, Sergeant - SDPD Homicide Unit 
CP: Corey PITTS, Officer - SDPD Southeastern Division 

BK: Bob KRAUSE, Bobbitt, Pinkard & Fields - Attorney 

MV: All right. Good evening. Today’s date is August 8, 2018, and it’s 2320 hours. My name is 
Michelle VELOVICH, ID #5353. I’m a sergeant on Homicide Team IV. Going around the room, 
Lieutenant? 

MD: Lieutenant Matt DOBBS, ID #5228, Homicide. 

BK: Attorney Bob KRAUSE, Bobbitt, Pinkard & Fields. 

MV: Officer? 

CP: Officer Corey PITTS, #7564. 

MV: And for the purposes of the recording, Sergeant Geoffrey DECESARI is also in the room and he’s 
observing for the purposes of shadowing as a newer sergeant to Homicide, and the attorney has agreed 
that this is okay? 

BK: That’s right. 

MV: Okay. And what is your middle name Corey? 

CP: Lashun, L-A-S-H-U-N. 
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MV: Height? 

CP: 5’8” 

MV: Weight? 

CP: 200 pounds. 

MV: Hair is black. Brown eyes? 

CP: Yes. 

MV: And your ID is 7564? 

CP: Yes. 

MV: Your badge is 8594. Do you remember your date of hire Corey? 
CP: No. 

MV: Do you remember the month? 

CP: I want to say... 

MD: It was so long ago? 

MV: I know. 

BK: That’s what I’m saying. 

MV: A whole two years ago right? 

BK: I remember mine. 

CP: I want to say March maybe. 

MV: Okay. Of (what year)? 

CP: 2016. 

MV: There you go. Current assignment? 

CP: South, at the Southeastern Division, 3rd Watch 

MV: Patrol? 

CP: Yes, patrol. 

MV: Who’s your current supervisor? 

CP: Sergeant Frank WHITE. 

MV: How long have you been assigned at Southeastern? 

CP: About a year and a half. 
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MV: Your Unit number tonight? 

CP: 446Y. 

MV: Do you remember the car number that you were driving? 

CP: I do not. 

MV: Okay. Your work hours tonight? 

CP: Or you mean like total? 

MV: No. Did you start at 1400? 

CP: Yes I did. 

MV: 1400 to midnight? 

CP: Yes. 

MV: Okay. And what are your current days off? 

CP: Friday, Saturday, Sunday. 

MV: And how many hours of sleep did you have before you went to your shift? 
CP: About six hours. 

MV: Are you right or left-handed? 

CP: Right. 

MV: And do you wear any corrective lenses, contacts? 

CP: No. 

MV: And do you know your eyesight? 

CP: No. 


MV: 

CP: 


Are you suffering from any illnesses right now? 


MV: Are you talcing any medications that would affect your ability to, um, your, well.. .are you taking 
any m edica tions that would affect your ability for tonight? 

CP: ■ 


MV: Have you consumed any alcoholic beverages in the last 24 hours? 
CP: No. 


MV: Do you have any inj uries? 
CP: No. 


MV: You’re wearing your vest, front and back? 
CP: Yes. 
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MV: 

CP: 


And your primary weapon? 



MV: 

CP: 


9mm? 



MV: 

CP: 


You don’t know the serial number do you? 


MV: 

CP: 


No? Okay. Department or personal? 


MV: Are yo u carrying a secondary weapon? 
CP: 


MV: Do yo u carry your weapon, your primary weapon, your Glock, with a round in the chamber? 
CP: Hi 


MV: 

CP: 


And then on 



weapon, do you know how many rounds were in your magazine? 


MV: Plus one in the chamber? 
CP: 


MV: 

CP: 


And on your additional magazines, do you know how many rounds you carry in those? 


MV: 

CP: 


Okay. It was just two extra magazines, right? 


MV: Okay. Have you altered your weapon at all? 




CP: Yes. 
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MV: And the Taser had one cartridge with barbs? 

CP: Yes. 

MV: Okay. Any other questions on that? All right, so as I understand it Officer PITTS, you’re coming 
voluntarily to provide a statement about the incident that happened tonight, correct? 

CP: Yes. 

MV: Okay. So I’m gonna start at the very beginning. So as I understand it, did you receive a radio call? 
Did you offer to volunteer for this radio call? How did you get it? 

CP: I volunteered for the radio call. 

MV: Okay. And what was the type of call? 

CP: It came out as a 245, male hit in the head with a machete. 

MV: And where was it located? 

CP: At 4051 Boston Avenue. 

MV: 4-0-5-1 
CP: 5-1 Yes. 

MV: Boston. 

CP: Boston Avenue. 

MV: Do you remember when the call came out? What time it was? 

CP: I do not. 

MV: Do you remember how long it took you to get there once you received the call? Or once you 
volunteered to assist? 

CP About, I would say about two minutes. 

MV: Okay. When you arrived on scene was anybody else, other officers on scene? 

CP: No. 

MV: When you arrived on scene, what did you see? 

CP: I observed um, I identified the suspect that was described in the radio call. When I parked he ran 

up to my vehicle and smacked it. Hit the vehicle with the chain that he had in his hand. 

MV: So, he hit your vehicle? 

CP: Yes. My patrol vehicle. 

MV: And where did he hit. Where did the.. .what part of your vehicle? 

CP: On the hood and windshield. 
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MV: And you said with a chain. Can you describe this chain? 

CP: It was about 4 to 5 feet long. I don’t.. .1 can’t really tell how thick it was but it was a pretty thick 

chain. 

MV: When your vehicle was hit and your windshield was hit by him swinging the chain, did you see if 
anything, if any damage happened or? 

CP: No. By that time I was already behind the vehicle creating distance between us. 

MV: Okay. Now let me just back up just a little bit, just to make sure I cover it. When you said that, 
when you got on scene you identified or you got on scene. You identified the suspect based on a 
description that was provided? 

CP: Yes. 

MV: Was that given to you via the police radio? 

CP: Yes. 

MV: And what description did they give you? 

CP: It was a light skin black male. No shirt and black shorts. 

MV: Okay. Okay. And where was the suspect when you encountered him? 

CP: He was coming from. Pie was going west on Boston. On Boston and 40th. So he was coming 

towards the comer. 

MV: How far away is that then from 4051 Boston? 

CP: I’m not sure. 

MV: Pretty close? 

CP: I would say maybe three to forty feet maybe. 

MV: All right. And so he hits your vehicle and your windshield and you said that you got out of the 
car? 

CP: Yes. I was already out of the vehicle when I.. .once 1 noticed him running towards the vehicle, I 

stepped out of the vehicle and that’s when he came up and hit the vehicle with the chain. 

MV: Did he say anything to you? 

CP: I don’t recall. Not at that moment. 

MV: What were you thinking? 

CP: I was just thinking I needed to get him to drop the chain so I asked him to drop the chain. He 

would not. I then took out my Taser. 

MV: Umhmm. 

CP: And I displayed it and he would not listen to any of my commands so I decided to Tase him, 

MV: When he had the chain and you were pointing your Taser at him, did you tell him anything? 

CP: I told him to drop the chain. 




Investigator’s Report 
Interview of Officer PITTS 
Case: 18-602728 
Page 7 


MV: Okay. And did he comply? 

CP: He did not. 

MV: What did he do with the chain? 

CP: He just kept moving the chain around and coming towards me. 

MV: When you say moving the chain around... 

CP: He kept swinging. 

MV: Okay. 

CP: Swinging the chain around in an aggressive manner. 

MV: Okay. And did, how did you feel about him swinging the chain around in an aggressive manner? 
Did you feel...? 

CP: Yes. I began to fear for my life and I believed he was going to hit me with the chain. 

MV: And so when you said you were creating distance. How did you create distance? 

CP: By walking backwards. 

MV: Okay. And as you were walking backwards, so you’re.. .looking at the photograph that we have in 
front of us, can you mark on the photograph where you first countered the suspect with the chain? Okay. 
So for the purposes of recording, it appears as if Officer PITTS.. .can you mark it with an “X” for me 
please? 

CP: Yes. 

MV: Marked an “X” on south 40th Street on the map just north of Boston Avenue. The intersection of 
Boston and South 40th Street. Is that right? 

CP: Yes. 

MV: Okay. And then you said that you created the distance or you pointed your Taser at him and 
created a distance, you were walking? 

CP: I was, my back was facing north. 

MV: Um hmm. 

CP: My front was facing him south and I began to walk backwards. 

MV: Okay. 

CP: North, South 40th. 

MV: Okay. And at what point did.. .did you ever fire your Taser? 

CP: Yes. 

MV: Okay. And at what point on this map did you fire your Taser if you recall? 

CP: Uh I, I don’t recall. 
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MV: Okay. You got out of the car. You pointed the Taser at him and gave him commands to drop the 
chain and you said he did not comply. 

CP: Correct. 

MV: Do you remember about how long after you got out of the car and you made those commands did 
you fire the Taser? 

CP: After he hit the vehicle I gave him a command to drop the chain. He kept swinging it. 

MV: Um hmm. 

CP: And that’s when I deployed my Taser. And he blocked the Taser with the chain. And it actually 

got caught inside of the chain. 

MV: When you say it got caught, are you referring to the barbs? 

CP: Yes. The barbs got caught into the chain. 

MV: Okay. So the Taser was deployed. He swung the chain in such a manner that it blocked the barbs 
from entering into his body? 

CP: Correct. 

MV: Okay. So was the Taser effective? 

CP: No. It was not effective. 

MV: Okay. What happened after that portion of the incident? 

CP: I immediately dropped my Taser. 

MV: Um hmm. 

CP: And I took out my handgun and I aimed my gun at him and I told him “Drop the chain.” 

MV: Okay. So you pulled out your handgun and you pointed it in his direction? 

CP: Yes. 

MV: Which was a south direction? 

CP: Yes. 

MV: And you continued walking backward northbound up South 40 th ? 

CP: Correct. The entire time. 

MV: And what was he doing? 

CP: He was coming towards me as I was walking backwards. 

MV: Tell me what kind of demeanor he had? 

CP: He was, he was upset. I, I believed he was going to hit me with the chain so I kept trying to keep a 

good amount of distance in between us. So, therefore I wouldn’t get hit by the chain as he was swinging it 
and walking towards me. 
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MV: Okay. And when you say good amount of distance, what, what do you believe the distance was 
between the two of you as you were walking backward and he was following you? 

CP: I was about seven to ten feet in between h im. 

MV: Okay. All right. And so when you got up past Newton, as I understand through the walkthrough, 
the shooting portion actually happened even north of the intersection with Newton and South 40 th Street? 
CP: Correct. 

MV: Can you put an “X” on the map please indicating where you feel the, the shots were fired on 40 th 
Street? Okay. And for the recording.. .uh could you like maybe make it a little bit darker for me there? 
Thank you. For the recording it, Officer PITTS put an “X” pretty much in the middle of the block on 
South 40 th Street, in between Newton and National Avenue, indicating that’s where he believes the 
shooting actually occurred. As you’re walking backward and he has this chain as you describe him being 
aggressive and upset and swinging the chain, and you felt that he was going to hit you with it, were you 
constantly giving him commands? 

CP: Yes I was. 

MV: And what kind of commands were you giving him? 

CP: I was giving him commands to drop the chain. 

MV: Uh huh. 

CP: And he never complied. 

MV: Okay. Did he ever drop the chain? 

CP: He never dropped the chain. 

MV: Okay. And then at, at the point where you said the shots were fired here, what happened to make 
you fire your weapon? 

CP: As I was walking backwards and still giving him commands, I noticed I began to walk past streets 

and head towards National Avenue which there’s, I couldn’t.. .there was no way I could see what’s behind 
me and those cars coming. I didn’t want to walk into traffic and he got closer to me and more individuals 
kept coming upside, so I figured that he was going to go ahead and strike me with the chain so I decided 
to fire. 

MV: Okay. When.. .at that point where you felt that he was going to strike you with the chain, had his 
demeanor changed from your first contact 

CP: He began before I decided to fire at him. He began to swing the chain more aggressive. He 

actually switched hands. And then switched back to the other one and getting ready to swing it again. 

MV: Okay. 

CP: And that’s when I decided to fire. 

MV: And by switching hands and swinging it, what did you feel he was gonna do? 

CP: That he was going to strike me with a chain. 
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MV: And could you see based on your distance you said you’re somewhere between five and seven feet 
from him? 

CP: But it’s seven to ten feet. 

MV: Seven to ten feet, excuse me. Could you see how thick or how wide or how heavy that chain was? 
Was it something that you feel would have hurt you? 

CP: Yes. I felt that if I would have got hit with that chain, it probably would have knocked me down to 

the ground, or probably disabled me from having my weapon. And that would have...he, with his 
demeanor I felt like he would have probably shot me with my own weapon if he would have had a chance 
to. 

MV: Okay. So at the point where you decide to fire your weapon, how many rounds did you fire? 

CP: Two. 

MV: And did both of those rounds hit the, the suspect? 

CP: Yes. 

MV: Okay. And what happened after you fired the weapon? Your weapon? 

CP: When I fired my weapon he went down to the ground and that’s when the next officers arrived on 

scene. 

MV: Okay. When you went down to the ground, after you fired your weapon, at that point was the 
threat eliminated? 

CP: No, not yet because he tried to get off the ground after that. 

MV: Okay. And what happened when he tried to get off the ground? 

CP: Other officers took him down and attempted to take him into custody. 

MV: Okay. 

CP: By placing him into handcuffs. 

MV: And they attempted. Did they succeed? 

CP: Yes. 

MV: Okay. And when, after you fired your round. Well let’s say before you fired your round, did you 
give him more commands to stop? 

CP: Yes. 

MV: Okay. Do you know roughly in this whole time frame how many times you told him to stop and 
drop the chain? 

CP: I would say at least ten to fifteen times. 

MV: Okay. And I mean, did he, did he acknowledge at any time to say, “No. I’m not dropping it.” Or 
did he, do you know what he said to in response to you giving him commands? 

CP: He was mumbling certain words. I don’t recall every word. 
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MV: Um hmm. 

CP: He was mumbling. But I don’t recall everything he was saying. 

MV: Now I know, Officer PITTS, we talked about how long you’ve been on. And you’ve been on just 
little bit over two years. Is that right? 

CP: Yes. 

MV: Okay. Have you had an opportunity to have training experience in people under the influence of 
narcotics or controlled substances? 

CP: Yes. 

MV: Okay. Based on your training and experience, and I know you’ve had some training in the police 
academy also, how would you describe the subject? Did you feel at all that he was under the influence of 
a controlled substance or, or not? 

CP: I believe he was. 

MV: And what kind of symptomologies made you feel that way? 

CP: Because he, I don’t believe he knew he was dealing with the police officer, even though I was in 

full uniform. And I was talking to him. He even mentioned something about Hebrews. He was just 
mumbling a lot of stuff. He would not listen to any of my commands. 

MV: Okay. 

CP: He just... 

MV: All right. So you’re saying his behavior was erratic? 

CP: Yes. 

MV: And did you notice anything else about his physical behavior.. .his physical symptomologies? 
Could you notice anything about what else was going on with him physically? 

CP: No. I was just focusing.... 

MV: Okay. 

CP: on him not hitting me with a chain. 

MV: Okay. All right. And Officer PITTS you’re aware that your body worn camera video would need 
to be activated in these types of incidents. Was your body worn camera activated during this? 

CP: Yes. 

MV: Okay. 

MD: Did you have a chance to review the body worn camera for this before this interview? 

CP: Yes I did. 

MD: A couple of questions for you. Which direction did you approach from? 

CP: I approached from the north. 

MD: Okay. So your vehicle would have been pointing south? 
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CP: Correct. 

MD: On South 40 th , towards Boston? 

CP: Correct. 

MD: Okay. How far away was the suspect from you when you first noticed him? 

CP: Maybe fifty feet I would say, possibly. 

MD: Did he allow you any opportunity to engage him before he, as you described, ran towards your 
car? 

CP: No. He, when he saw me he immediately ran towards me. 

MD: Olcay. And you were driving a marked police car? 

CP: Yes. 

MD: And you’re in full uniform that you’re wearing now? Long sleeved, patches, badge? 

CP: Yes. 

MD: Okay. So to a normal person using rational thought would easily recognize you to be a police 
officer? 

CP: Correct. 

MD: You said you didn’t know that he recognized you to be a police officer and made comments about 
Hebrews? 

CP: Correct. 

MD: Okay. Did that lead you to any conclusion about how he would have reacted towards any other 
citizen he may have come in contact with? 

CP: Correct. Oh, being that the call, I volunteered for the radio call because he was described as the 

suspect who had just hit someone in the head with a machete. 

MD: So not only was he a danger to the person he hit, a danger to you. Do you think he would have 
been potentially a danger to anyone else he came in contact with? 

CP: Yes. 

MD: Okay. After he hit your car you said, or as he approached and hit your car, you started backing up? 
CP: Yes. 

MD: Do you know about how far you backed up before you made the decision to fire your Taser? 

CP: No I not. 

MD: Approximately? 

CP: Maybe I originally got about ten feet. 

MD: Okay. After you fired your Taser, do you know how far you backed up before you finally made 
the decision to fire your handgun? 
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CP: I backed up maybe fifty, sixty yards, maybe. 

MD: Okay. Do you know what was behind you as you were backing up? 

CP: No I do not. 

MD: Okay. Did that pose a threat to you at that point? 

CP: Yes it did. 

MD: All right. And you’re familiar with your training from the Academy and the laws of arrest and 
things like that. That you’re not required to retreat from a threat? 

CP: Correct. 

MD: Why did you decide to do that in this case? 

CP: I was trying to give him ample amount of time to cooperate with me. To comply with my 

commands. 

MD: And did he ever seem to acknowledge the commands you were giving him? 

CP: No. 

MD: Or acknowledge your authorities as a police officer in complying with your commands? 

CP: No. He did not. 

MD: Do you know how many rounds you fired? 

CP: Yes. 

MD: How many rounds did you fire? 

CP: Two. 

MD: Okay. Why did you stop firing? 

CP: Because from my own training and experience that when you fire two shots it shocks the body and 

it will make them stop. 

MD: Did those rounds seem to have an effect on him? 

CP: He stopped in his place and fell to the ground. Yes. 

MD: Okay. So at that point you didn’t feel that you needed to fire anymore? 

CP: Correct. 

MD: Okay. After the suspect was shot, did you render first aid to him? 

CP: I did not. 

MD: Did anyone else render first aid to him? 

CP: Yes. 

MD: Okay. Do you know who that was? 

CP: I believe it was Officer Iwatsuru. 
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MD: Okay. And medics were eventually called and he was transported? 

CP: Yes. 

MD: That’s all I got. 

MV: Counselor? 

BK: Yeah. You don’t.. .were your overhead lights on, on the cop car when you...? 

CP: Yes. 

BK: Okay. So in addition to being in a black and white, with red lights and blue lights were flashing? 

CP: Yes. 

BK: Okay. And in addition to telling him to drop the chain, did you give him any other commands? 

CP: To get on the ground. 

BK: Did you tell him what the consequence would be if he didn’t? 

CP: Yes. I told him I would, I told him I would shoot him if you don’t drop the chain. 

BK: Okay. So in addition to dropping the chain, you told him to get on the ground, and you told him 

that you’d shoot him if he didn’t? 

CP: Yes. 

BK: Okay. And he didn’t comply? 

CP: Correct. 

BK: That’s all I got. 

MV: All right. That concludes the interview. It is 2345 (hours). 


Reporting Detective Michelle VELOVICH, Sergeant 
Approved by: _ 


_ I.D. 5353 Homicide Team: _4_ 

Date of this report: 08-14-2018_ Time: 1515 Hrs. 
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SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

DATE (occurrence): August 8, 2018 (Wednesday) 

TIME (occurrence): 1711 Hours 

LOCATION: 4056 Boston Avenue 

SUBJECT: 664/187- Attempt Murder - SDPD Case #18-025268 

OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event #18-080013593^^^^^^^^^^^^ 

victim: 

Officer: PITTS, Corey #7564 

_ Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 _ 

SUBJECT INTERVIEWED: Officer Corey Pitts, ID #7564 

Southeastern Patrol/3rd Watch 
7222 Skyline Drive 
San Diego, Ca 92114 
Phone: (619) 527-3500 

OFFICER COREY PITTS WALK-THRU: 

On August 8, 2018, at about 1720 hours, Officer Corey Pitts was involved in an officer involved shooting 
in the 1100 block of S. 40 th Street. Officer Corey Pitts fired two rounds at the suspect, later identified as 
Vaughn Denham. 

At about 2127 hours, the officer walk- thru began. The walk-thru began in the 1000 block of S. 40 th 
Street and ended on the west sidewalk of 1100 S. 40 th Street. Personnel present during the walk-thru 
were: CSS Alley Southerland, ID 8841, Detective Izzy Delgadillo, ID 5596, Criminalist Brian Lew, ID 
8228, Captain Thomas Underwood, ID 5001, Officer Roy Medina (peer support), ID 6545), POA 
Attorney Bob Krause, Sgt. G. Decesari, ID 6026, Homicide Lt. M. Dobbs, ID 5228, and me. 

I informed Officer Pitts the purpose of the walk-thru was to account for all evidence in the case and to 
ensure there were no other injuries as a result of the shooting. I fomied Officer Pitts the statement was 
going to be recorded and the questions will not go into detail as to why he fired his weapon. 

V- Sergeant Michelle Velovich, ID 5353 
O- Officer Corey Pitts, ID 7564 

While standing on the east sidewalk at 1000 S. 40 th Street, I began the officer walk-thru. 

V- Officer Pitts, I know the actual shooting scene happened up the hill (referring to the 1100 block of S. 
40 lh Street), but can you tell me if what evidence here (in the 1000 block of S. 40 th Street) relates to the 
OIS scene? 


O- My taser is lying in the middle of the street. 
V- Was the taser deployed? 
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O-Yes, it was. 

V-Was the taser fired? 
O- Yes. 


V-Which direction? 

O-My taser was fired south as I was north on the hill. 

V- Were you facing north? 

O-I was facing south. 

V-When you fired the taser, where was the suspect? 

O- About 7-10 feet in front of me. 

V-Was the suspect south of you then? 

O-Yes 

V- Are you pointing in a southwesterly direction from here? 

O-1 was pointing directly south. 

V-Did you reload the taser? 

O-No, I did not. 

V-Taser effective or non-effective? 

O-Non-effective 

At this point, we walked up the hill to the 1100 block of S. 40 th Street to conduct the officer walk- 
thru at the shooting scene. 

V- Where were you positioned when you fired the rounds? 

O-1 was in the middle of the street. Maybe behind this vehicle in the middle. 

V- Ally Southerland is our CSS. She is going to be placing a placard in the street where you indicate you 
were standing when you fired the rounds. 

O- Maybe I was a little closer than that. 

At this point, CSS Southerland placed a placard with the letter “O” for officer in the middle of the 
street. 

V-Which direction were you facing? 

O-1 was facing south. 

V-What kind of stance were you in when you fired? 

O-I was in a shooting stance. 


V- Are you left handed or right handed? 
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O-I am right handed. 

V- Two arm shooting stance? 
O- Yes. 


V- Do you remember how many rounds you fired? 

O-Yes. Two. 

V-Where was the suspect or threat when you fired? 

O-He was in front of me. Maybe 10’, maybe a little more? He was directly in front of me. Exactly where 
the blood is. 

At this time, CSS Southerland placed a placard, marked with a letter “S”, where Officer Pitts 
indicated the suspect was standing at the time of the shooting. The “S” placard was located directly 
south of the “O” placard. 

V- What direction did you fire? 

O-1 fired West. 

V- What position was the suspect in when you fired? 

O- He was facing me, so he was facing north. 

V-Was he crouched, standing...? 

O- He was standing. 

V-Was there any movement by you or the suspect when you fired? 

O- Yes, he was approaching me northbound. 

V-Were you moving when you fired? 

O-I stopped. I had been moving backward (northbound) the entire time. 

V- So moving northbound, but facing southbound, right? 

O-Yes. 

V-Did you reload at all during the shooting? 

O- No. 


V- After the shooting? 
O- No. 


I concluded the officer walk-thru at about 2137 hours. 


Reporting Detective Sergeant Michelle Velovcih _ I.D. 

Approved by: lf~: M'bofrtZ gi*ir Date of this report: 


5353 Homicide Team: IV _ 

08-27-2018 Time: 1300 hours 
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DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event #UM)800n59^^^^^^^^^^^^^ 
Victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 

Officer Corey PITTS, ID 7564 
Southeastern Patrol/3rd Watch 
7222 Skyline Drive 
San Diego, Ca 92114 
Phone: (619) 527-3500 


Forensic Processing: 

On August 8, 2018, at about 1720 hours, Officer Corey Pitts was involved in an officer involved shooting 
in the 1100 block of S. 40 th Street. Officer Corey Pitts fired two rounds at the suspect, later identified as 
Vaughn Denham. 

At about 2245 hours, Officer Pitts was forensically processed. CSS Alley Southerland processed Officer 
Pitts at San Diego Police Headquarters in the Laboratory Unit. 





22:48 Hours 

Overall photos of Officer Pitts 

CSS Ally Southerland # 8841 

22:51 Hours 

Gun Exchange 

CSS Ally Southerland # 8841 


Reporting Detective Sergeant Michelle Velovich _ 

Approved by: 


_ I.D. 5353 Homicide Team: IV 

Date of this report: 08-27-2018 _ Time: 1400 hours 
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Quantity 
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Protective Vest 
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Make 
Serial # 
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Make _ 

Serial # 
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Caliber 
Model # 
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Primary Weapon 
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other ^ \ C'fvkk i ck e 


ft r//r 


Sergeant 


Date: 


Revised 01-29-14 













DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event # 18-080013593 
victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 

Officer Jeffrey IWATSURU, ID 7129 
Southeastern Patrol/3rd Watch 
7222 Skyline Drive 
San Diego, Ca 92114 
Phone: (619) 527-3500 


Forensic Processing: 

On August 8, 2018, at about 1720 hours. Officer Corey Pitts was involved in an officer involved shooting 
in the 1100 block of S. 40 lh Street. Officer Corey Pitts fired two rounds at the suspect, later identified as 
Vaughn Denham. Officer Langley and Iwatsuru assisted Officer Pitts in taking the suspect into custody. 

At about 2222 hours, Officer Iwatsuru was forensically processed. CSS Alley Southerland processed 
Officer Iwatsuru at San Diego Police Headquarters in the Laboratory Unit. 




2222 Hours Overall photos of Officer Iwatsuru 

CSS Ally Southerland # 8841 

2225 Hours Swab of apparent blood cord on key chain 

CSS Ally Southerland #8841 

2239 Hours Swab of apparent blood on left pant leg 

(knee area) 

CSS Ally Southerland # 8841 


Reporting Detective Sergeant Michelle Velovich _ I.D. 5353 Homicide Team: IV 

Approved by: 


Date of this report: 08-27-2018 


Time: 1400 hours 












DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8,2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event # 1W)8001359^^^^^^^^^^^^^ 

victinuBHHHHnHHHHHH 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 

Officer Emery LANGLEY, ID 7523 
Southeastern Patrol/3rd Watch 
7222 Skyline Drive 
San Diego, Ca 92114 
Phone: (619) 527-3500 


Forensic Processing: 

On August 8, 2018, at about 1720 hours, Officer Corey Pitts was involved in an officer involved shooting 
in the 1100 block of S. 40 th Street. Officer Corey Pitts fired two rounds at the suspect, later identified as 
Vaughn Denham. Officer Langley and Iwatsuru assisted Officer Pitts in taking the suspect into custody. 

At about 2230 hours, Officer Langley was forensically processed. CSS Alley Southerland processed 
Officer Langley at San Diego Police Headquarters in the Laboratory Unit. 


Affect | 

< ; v A-TV’T/.A ■ x: 'A: 1 :.; .L-TT 

Klf: ' • : ■ i-:. - :;t 1 ... 

|p a -* A h msm rasa* m 

2230 Hours 

Overall photos of Officer Langley 

CSS Ally Southerland # 8841 

2237 Hours 

Swab of apparent blood on right pant leg 

CSS Ally Southerland # 8841 

2239 Hours 

Swab of apparent blood on right boot 

CSS Ally Southerland #8841 


Officer Langley sustained an apparent abrasion on his right knee and his left knee. 


Reporting Detective Sergeant Michelle Velovich _ 

Approved by: As* 


_ I.D. 

Date of this report: 


5353 Homicide Team: IV 

08-27-2018 Time: 1400 hours 







DATE (occurrence): 
TIME (occurrence): 
LOCATION: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue 


SUBJECT: 


664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 


Event#18-080013593 
Victim: 

Officer: PITTS, Corey #7564 
Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 08, 2018, at 1730 hours, I received a phone call from Detective Sergeant M. VELOVICH to 
respond to 4000 National Avenue, San Diego, regarding an Officer Involved Shooting. I arrived at 
approximately 1825 hours and met with other members of Homicide Team IV, which consisted of 
Sergeant VELOVICH, Detective T. DEMAS #6479, Detective I. DELGADILLO #5596, C. 
MURRAY#6120 (relief), and M. SHERBONDY #6516 (relief). 

At 1917 hours, Sergeant A. ALEXANDER #4638 and Sergeant F. WHITE #4435 conducted the briefing. 
After the briefing, Homicide Team IV took over the investigation. 

At 2310 hours. Detective MURRAY and I arrived at UCSD Medical Center (200 W. Arbor Street) to 
speak with victim, Upo n arrival, I spoke with hospital staff and learned Dr. 

COSTANTINI was the Attending Physician for^^^^B 

I located Officer R. HAMILTON #7339 at ICU bed #527A, as he was standin^watch over^^^H. I 
received a short briefing from Officer HAMILTON regarding statementshad made (See Officer 
HAMILTON’S report for details). 
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After speaking to Officer HAMI LTON. I e ntered the room and introduced myself to^^^^l. HIBfil 
was awake and overallcoherent. understood who I was and my reason for speaking to him. My 

interview with ^^^^|was audio recordedandlater downloaded onto a CDR and impounded at police 
headquarters under barcode #10941466. essentially stated the following in response to my 

questions: 

(The following paraphrased statement is not to be considered a substitute for listening to the CDR 
containing the entire audio recorded interview) 

Statement_of^mHHB| 

/ went to visit my brother’s cousin, barbequed. I had to go to a safe house. After 

leaving the other night from a friend’s house in La Jolla, I went to the house on Boston Ave nue. I mad e it 
for dinner around 9:30 yesterday. I was only there for about 12 hours. I p layed ch ess with 
down the street. I came back and was taking a nap. The next thing I know, was screaming. I 

jumped up and I could hear t huds. He (Vaughn) had big chain. He was breaking windows in th e bac k of 
the house. I told have told me he was like that, because I would have just met at a 

restaurant and then^^could have just come back home. 

I tried talking to him, but he didn’t want to talk to me. I told him he needed to be respectful to HH 
because it is her house. He was telling me that I couldn 't talk to him. That is when he kicked the fence out 
and knocked it down. There were little lads wal/dng in the alley when that happened. I told him he needed 
to go. He told me he wasn ’t going anywhere. We argued about it for a while. That’s when he was 
swinging the chain at me. I dodged the chain. He told me he was gonna get me. I told him if he was going 
to try and hurt me I was going to defend myself. The kids called me out to the front of the house. 

I wasn’t even paying attention and I turned my head and I saw him coming toward my direction. They 
were trying to get him to stop. People were telling him to not mess with me. He didn’t believe them. I told 
him too. He came to me swinging the machete. I told the kids to leave. I was sitting down. I told him, ‘‘I 
know you aint trying to come up on me. ” That’s when he hit me and I started to see the blood. For ten to 
fifteen minutes. I kept telling him to drop it, but he wouldn’t drop it. My head was covered in blood. I 
went across the street and people were calling the police and paramedics. 1 got dizzy and I sat down in 
their yard. He went and put tliemachete up and then came out with the chain. He said, “Fm gonna kill 
you man. ” j^Rcame running, to talk to him and tell him to go home and drop the chain. He 

refused, so he kept wal/dng. 

MMMI and^^^Rboth saw me get hit by Vaughn. They were not strong enough to hold him down though. 
I got hit on my chest and knee by the chain. The kids were crying and stuff because I was lying in the 
stree t. That’s wh en I heard the cop cars drive by and go up 41 st to National. That is when / heard pop pop 
pop. ^^^^^/^lives on that street. 

1 don’t know what he was on but he had to be on psych drugs or heavy drugs. I was drinkimr^KE QfB^ 
earlier today. I don’t do PCP. I don’t know if he does that, but I heard someone say he was on it. 1 think 
it was one of the neighbors. 

When I was sleeping / was in what used to be mom’s room. 
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He grabbed the machete when I was in the front yard. I think he got it from outside somewhere, probably 
where all the tools are. I was telling him multiple times to drop the chain and machete. He would tell me 
to “shut the fuck up ’’ and " I’m going to kill you. ” 

Vaughn stopped hitting me with the machete because I stepped over to the plastic pools and I grabbed a 
metal stool. The police sirens could be heard and he went into house and grabbed the chain. I don’t know 
what he did what the machete. He just kept saying he was going to kill me. No one else got hit by the 
chain or machete. 

At this point in the investigation I askcd^^^^Hif he would be willing to sign a consent to release 
his medical records and he agreed and signed the form. I retained the form for our records. 

fiB^frlso signed t^onsenUnrin to provide me with a mouth swab of his DNA. Detective 
MURRAY obtained mouth swab at 0002 hours. 

I learned that obtained 14 stiches on top of his head and 7 stitches on his left forearm. 

I provided ^^^^Iwith my business card. I concluded my interview with 


( 


Reporting Detective B, Sanchez _ 

Approved by: MCch&H&VelovCch/#5353 


_ I.D, 

Date of this report: 


6610 Homicide Team: 

08-27-2018 


IV 


Time: 1345 



























































SAN DIEGO POLICE DEPARTMENT 

Voluntary and Informed Consent for Collection of Biological Samples to be 
Used for DNA Profiling and Comparison 







(DOB), of 
(ADDRESS) 

give consent to the San Diego Police Department to take a DNA sample for analysis. I 
understand that I have a right to refuse. I understand that as a result of providing this sample, a 
DNA profile will be generated and used in this investigation. 

I fully understand that after analysis, the DNA profile will be entered into the local DNA 
database, and 1 consent to allow my DNA profile to be compared against other DNA profiles 
and/or used only for legitimate law enforcement purposes. Victim ami consensual partner 
samples will not be entered into the local DNA database. 


I have read and understand the above statement and I consenVleCthis process. This consent is 
knowingly and voluntarily being given to the San Diego / JPt)lice Department as a result of my 
own free will without any threats or prc 


Date: Time: 




Witness 


Witness: 


■-gJL 







Please forward this form to the appropriate 
area command or investigative unit. 

Please do NOT place this form back in the 
envelope used to impound this reference 
sample. 


I.—... i 


a—. 


Incident #: igosfloiysty? 





























DATE (occurrence): 
TIME (occurrence): 
LOCATION: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue, San Diego 


SUBJECT: 


664/187- Attempt Murder - SDPD Case #18-025268 
OTS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 


Event #18-080013593 
Victim: 

Officer: PITTS, Corey #7564 
Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 


SUBJECT INTERVIEWED: 



-No photo found- 


WITNESS INTERVIEW: 

On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Vclovich 
#5353 to respond to 4000 National Avenue to investigate a report of an officer involved shooting. I arrived 
on scene at about 1815 hours and met with other members of Homicide Team IV which consisted of 
Detectives B. Sanchez #6610, Travis Demas #6479, Chris Murray #6120 (relict), Maria Delgadillo #5596, 
and me. 


I was assigned to interview witness | 
recorded the interview. This was essentially what 


This interview occurred al| 
told me: 


Interview of 



(witness): 


I was coming back from work. I had just gotten off the bus. I had headphones on. I heard the siren. I was 
walking south on 40 th Street to Boston from Newton. I saw the police car stop a little south of mid-block. 
The police ear was heading south on 40 lh Street. I was on the east sidewalk. I was at about the same point 
as where the police car stopped. 


I saw a black male run west on Boston and run at the police car. He was in the middle of the street. There 
was a female running behind the male. She was yelling at him to stop. He had something in his hand. I 
think in his left hand. I think it was a chain, but I’m not sure now since I heard he had a machete. 
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The officer got out of the car. The officer got out of the vehicle and pulled his stun gun. The officer yelled, 
“Stop.” The guy did not listen. The guy rushed the officer. The officer stepped back a little. The guy swung 
at the vehicle and hit it twice with whatever he had in his hand. 


The officer tazed him. I guess it didn’t work. The guy didn’t drop. I think the officer dropped the tazer 
once he realized there was no effect. He pulled his gun out. He kept yelling at the guy to stop. The officer 
was walking backwards. The guy was walking towards the officer. He was not stopping. I didn’t see what 
happened. I heard the two gunshots. 

I didn’t follow them. I stopped at the southeast comer of 40 th and Boston Avenue and watched from there. 
T couldn’t see what the guy was doing with his hands since he was walking away from me. I didn’t go up 
the street. I stayed here. I didn’t see the black female come back down the street. I don’t remember the 
suspect saying anything. 

-End of interview 


Reporting Detective Detective Mike Slierbondy _ I.D. 

Approved by: MocHMes VekyvU$v#5353 Date of this report: 


6515 Homicide Team: IV _ 

08-22-2018 Time: 1000 hours 




DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue, San Diego 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case # 18-025269 

Event # 18-080013593 _ 

Victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Velovich 
#5353 to respond to 4000 National Avenue to investigate a report of an officer involved shooting. I arrived 
on scene at about 1815 hours and met with other members of Homicide Team IV which consisted of 
Detectives B. Sanchez #6610, Travis Demas #6479, Chris Murray #6120 (relief), Maria Delgadillo #5596, 
and me. 


1 was assigned to interview witness This interview occurred I recorded 

the interview. This was essentially what^^^| told me: 


Interview of 



I was watching TV in the living room. I was sitting on the couch. I heard screaming. I stood up and looked 
out the window. I opened the window. The officer was telling him to back off. The guy didn’t listen. The 
officer shot him twice. The officer was walking backwards. The suspect was walking towards the officer. 
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I first saw the officer on the left side (south side) of the truck (Ford FI 50) that is parked in front of my 
house. The officer was pointing his gun at the suspect while telling him to stop. The suspect had something 
in his hand. I don’t know what it was. They were walking north. The suspect had a chain. He was swinging 
it. That’s when he got shot. I thought the suspect was trying to hit the officer. That’s when the officer shot 
two times. 

I came outside after the gunshots. The suspect was on the ground and full of blood. The ambulance came. I 
came out of my gate and walked north up the sidewalk (east sidewalk of 40 th Street). The suspect was not 
moving. The other officers were checking on him. The wife was screaming. 

The suspect had the chain around his neck. He grabbed it and was swinging it. I am not sure what the 
suspect was trying to do, but he was swinging the chain when the officer shot him. 

-End of interview 


Reporting Detective Detective I. Delgadillo _ 

Approved by: .Sgf-fc MLch&ll&VeX(yvich/#5353 


_ I.D. 

Date of this report: 


5596 Homicide Team: IV _ 

08-21-2018 Time: 1230 hours 




DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue, San Diego 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case # 18-025269 

Event # 18-080013593 _ 

Victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Velovich 
#5353 to respond to 4000 National Avenue to investigate a report of an officer involved shooting. I arrived 
on scene at about 1815 hours and met with other members of Homicide Team IV which consisted of 
Detectives B. Sanchez #6610, Travis Demas #6479, Chris Murray #6120 (relief), Maria Delgadillo #5596, 
and me. 


I was assigned to interview witness This interview occurred at the intersection of 40 th 

Street and Newton Avenue. I recorded the interview. This was essentially what^^| told me: 

Interview (witness): 


I was in my house watching Youtube. I heard a police siren go by. 
hands up.” My house is on the south side of 


heard someone saying, 


‘Stop, put your 
and 
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Witness 
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|). I came outside. I was walking towards my gate. I heard a gunshot. I stopped and ducked. I 
couldn’t see anything at this point. 


1 came out to the intersection of 40 th and Newton. I started filming with my cell phone as I entered the 
intersection. I walked over to the northwest corner of 40 th and Newton. There was a black female over 
there. I am guessing it was the girlfriend of the guy that got shot. She was saying it was her boyfriend. She 
was saying, “Call the ambulance.” That was after the shooting. I only heard one gunshot. 


At this point during the interview, Detective Brian Sanchez obtainedX 


consent to downloads 


cell phone, 
interview with 



gave written consent for this download. After Det. Sanchez was done, I resumed the 


I couldn’t see the officer or suspect from where I was standing. I couldn’t see them until I got closer. That 
is when I saw him on the ground. I didn’t see the officer or the suspect until I walked north on 40 th from 
Newton. The police car was obstructing my view. When I walked north on 40 th , the suspect was on the 
ground. The officer was next to him. The suspect was moving on the ground. They were trying to get him 
to calm down. They were telling him not to move. He started to close his eyes. They told him to wake up. 


There were two or three officers with the suspect at that point. They were telling the suspect to relax, calm 
down, and don’t move. I stayed there. The medics came maybe 10 minutes later. The officers were trying 
to stop the blood during that time. I was still recording all that. 


The girlfriend was still with me. There was another girl with her. They were screaming. The girlfriend was 
hysterical. She tried to walk towards the officers. I told her to calm down and come back. I continued 
recording. She is on my video too. I didn’t see the suspect holding the chain, but I saw the chain on the 
ground. I got that on video. 

The girlfriend said the suspect was on PCP. She’s on my video saying that. 

-End of interview 


Reporting Detective Detective Mike Sherbondy _ 

Approved by: Mtid^&lle'VeU>vLclv#5353 


_ I.D. 

Date of this report: 


6516 

08-21-18 


Homicide Team: IV 


Time: 1230 hours 



SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event # 18-080013593 
victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 


INVESTIGATIVE FOLLOW-UP: 

R.E. Consent and recovery of cell phone footage 

On August 08, 2018, at 1730 hours, I received a phone call from Detective Sergeant M. VELOVICH to 
respond to 4000 National Avenue, San Diego, regarding an Officer Involved Shooting. I arrived at 
approximately 1825 hours and met with other members of Homicide Team IV, which consisted of 
Sergeant VELOVICH, Detective T. DEMAS #6479, Detective I. DELGADILLO #5596, C. 
MURRAY#6120 (relief), and M. SHERBONDY #6516 (relief). 

At 1917 hours, Sergeant A. ALEXANDER #4638 and Sergeant F. WHITE #4435 conducted the briefing. 
After the briefing, Homicide Team IV took over the investigation. 

After the briefing I spoke with two witnesses who were reported to have obtained video footag e of the 
officer i nvol ved shooting on t heir personal cell phones. The two witnesses were identified as m 

andHHH 


DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


I located as^Bwas standing on the north east curb line of 40 th Street/Newton Avenue. My 

conversation with ^^^■wasaudio recorded and in the presence o f Det ective SHERBONDY and C. 
MURRA Y. I expla inedt^^^^J I wished to o btain the footage from ^^ccll phone which captured the 
shooting.^^^J agreed to cooperate and provided me with consent to download the video media 
files on^phone. After providing me with consent| was interviewed by Detective SHERBONDY 
(See Detective SHERBONDY’S report for details). 

I provided Criminalist B. LEW #8228 with ce ^ phone. He completed an extraction of her video 

files and downloaded the content onto a thumb drive, which was later transferred to a CDR and impounded 
at police headquarters under barcode #10915932. 

After speakingtcfl^HH^Dctcctive MURRAY and I met w ith was at residence 

located at 1 introduced myself to and explained to her that I would like to 

obtain he r permis sion to download the video footage she had captured on her cell phone regarding the 
shooting. was veiy cooperative and sent the footage on her phone to me via text message. I later 

transferred this footage to a CDR and impounded it at police headquarters under barcode #10918276. 
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Whilewith^^^J, I re-interviewed her and obtained a more detailed statement from her (See statement 
for^^^J for further details). 

I viewed the footage recovered from and The footage captured the incident unfolding, 

but did not capture or provide footage of the actual officer involved shooting occurring. 


( 



Reporting Detective B. Sanchez 


I.D. 6610 Homicide Team: IV 


Approved by: ■Sgpfc Mi<>h&ll&VeZovuJr\/#5353 


Date of this report: 08/20/2018 


Time: 1400 




SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

DATE (occurrence): August 8, 2018 (Wednesday) 

TIME (occurrence): 1711 Hours 

LOCATION: 4056 Boston Avenue 

SUBJECT: 


OFFICER INTERVIEWED: IWATSURU, Jeffrey, ID #7129 

7222 Skyline Drive 
San Diego, Ca 

Southeastern Patrol/2 nd Watch 
Phone: (619) 527-3500 

( ) WITNESS INTERVIEW: 

MV: Michelle VELOVICH, Sergeant - SDPD Homicide Unit 

JI: Jeffrey IWATSURU, Officer - SDPD Southeastern Patrol 

RK: Robert KRAUSE, POA Attorney 

MV: Okay. Today’s date is August 9, 2018, and it is 1700 hours. I am Michelle VELOVICH, 

ID #5353 and a Sergeant on Homicide Team 4. In the room with me is Attorney? 

RK: Robert KRAUSE, K-A-U-S-E, Bobbitt, Pinkard & Fields. 

MV: And Officer? 

JI: Officer Jeffrey IWATSURU, last name I-W-A-T-S-U-R-U. 

MV: And your ID sir? 

JI: 7129. 

MV: How long have you been on? 

JI: Approximately four years. 

MV: Prior to the recording I advised you that this is a witness statement. You are a witness 

officer in an incident that Homicide Team 4 is investigating involving an officer involved 
shooting in the 1100 block of South 40 th Street that occurred yesterday, August 8 th , 
( around 1717 hours okay? And so before we had uh the recording began, you were given 

the opportunity to watch your body worn camera video, and you had an opportunity to 
meet with your attorney and talk about what you want to present to us today as far as 
your witness testimony okay? So let me start with the very beginning. And so this all 
started with a radio call? 


664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 

Event # 18-080013593 ___ 

Victim: 

Officer: PITTS, Corey #7564 
Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 
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JI: Correct. 

MV: Correct? And what was the nature of the radio call? 

JI: It was an assault with a deadly weapon. Specific weapon was a machete. 

MV: Okay. 

JI: Per the reporting party. 

MV: All right. And the fact that it was a machete was the weapon that was aired on the radio 

correct? ' 

JI: Correct. 

MV: Okay. Was there any other information provided that you call about the radio call, like 

details, suspect description or anything like that? 

JI: We were provided a suspect description. It was a black male. I don’t recall what age but 

wearing no shirt, black shorts. Armed up with a machete at the time. The victim had been 
cut in the face and it was located at the 4000 block of Austin. 

MV: Okay. 

JI: I don’t recall the exact address. 

MV: Okay. 

JI: And were you working with a partner? 

MV: And who was your partner? 

JI: Officer Emery LANGLEY. 

MV: And were you the driving officer or the passenger officer? 

JI: I was the driving officer. 

MV: Okay. Do you remember your equipment number? 

JI: 7007 was the vehicle number. 

MV: Okay. And you were working 2 nd Watch hours? 

JI: Correct. 

MV: And began at 1400? 

JI: Correct. 

MV: Okay. And the radio call was somewhere around 1700 or do you remember the exact 

time? 

JI: I don’t remember the exact time, but it would have been right, after 1700. 

MV: Okay. Do you remember how long it took you to get to the 4000 block of Boston? 

JI: Not a specific time. 
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MV: Okay. 

JI: Within minutes though. 

MV: Within minutes, okay. And when you heard this radio call come out over the air, were 

there any other units en route? 

JI: There was one, I believe one other unit. 

MV: Okay. And do you recall who it was? 

JI: I believe it was Officer PITTS. His designator was 446Y. 

MV: Okay, And 446Y indicates he’s a single officer unit, correct? 

JI: Correct. 

MV: Okay. And so while you were en route, did you hear if Officer PITTS went 97 or on 

scene before you? 

JI: Yes I did. 

MV: Okay. And then when he was on scene, did he air that he was on scene? 

JI: Yes. 

MV: Okay. After airing that he was on scene, did he air anything else that you thought was 

concerning? 

JI: He was with the suspect and that he was coming at him with a...I had heard cane. And 

slightly after there, or a moment after that he said “Taser deployed” over the radio. 

MV: Okay. And what, what kind of concern did you have when he said Taser.. .if any, did you 

have when he said, “Taser deployed”? 

JI: I was concerned one, his location. If he was around uh, one the associates to a suspect. 

Because we didn’t know if there was more. 

MV: Um hmm. 

JI: If he was in danger of, you know, with anybody in the neighborhood. Two, when 

deploying a Taser, it’s usually a two person or more than two officer type weapon. And 
you engage the Taser and someone usually ends up trying to handcuff or restrain the, the 
individual that was Tased. So he needed more officers there. I did not know if he had any 
officers with him or in close proximity. So I needed to get there in an urgent manner. 

MV: Okay. And so because you thought that, because of these factors, did you roll Code 3? 

JI: I did roll Code 3. 

MV: Okay. And lights and siren? 

JI: Lights and siren. 

MV: Okay. And did you hear.. .how well do you know Officer PITTS? 
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JI: We’ve worked together, I think, for a couple of shifts. He was on the same squad for I 

think a shift. And then he’s been on the 40 service area squad for a little bit. 

MV: Okay. 

JI: But not worked closely all the time. 

MV: Okay. 

JI: If that answers your question. 

MV: Did he, did anything sound concerning about the way he aired that he was, the suspect 

was coming after him with a cane and Taser deployed? 

JI: His, his voice was a little bit louder. 

MV: Umhmtn. 

JI: Than usual. Than a typical contact with, you know, an individual on the street. And 

besides the, the Taser deployed he was talking a little bit quicker. And you didn’t hear his 
location, so we really didn’t know where he was at. 

MV: Okay. 

JI: In relation to the scene. 

MV: All right. 

JI: The original scene. 

MV: Was that concerning for you? 

JI: That was concerning. 

MV: Okay. So when you arrived on scene where did you approach? 

JI: We approached—since the original scene was 4000 Boston, we approached from, 

40.. .south 41 st and Boston. So we were coming from the east. 

MV: Okay. 

JI: If that answers your question. 

MV: Yep. And when you got to the area of south 41 st and Boston, what did you see? 

JI: As we turned onto Boston, we saw several pedestrians or what I would assume were 

residents out on the streets, both curblines, north and south. As we started driving along 
the street, we started looking for the target address, but we also started looking for 
Officer PITTS. 

MV: Umhmm. 

JI: And his vehicle. I did not see any of that. 

MV: Umhmm. 

JI: So again the concern of where he was at was important. 
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MV: Okay. And while you’re at, or while you’re in the 4000 block of Boston, south 41 st Street, 

did you hear Officer PITTS advise anything else over there, in that, in the meantime? 

JI: Not at the time. Officer LANGLEY asked where Officer PITTS was at to update his 

location. 

MV: Um hmm. And did he? 

JI: He did. 

MV: And what did he say? 

JI: I don’t recall the actual block number but he said he was on south 40 th . And so we 

started, I drove the, our patrol vehicle to south 40 th . 

MV: Okay. Which is about a block west, right? 

JI: Yeah. A block west. 

MV: Okay. All right. And when you got to the location of south 40 th and Boston what did you 

see? 

JI: We, or I noticed that people were looking northbound on south 40 th . 

MV: Uh huh. 

JI: So they, and cause I didn’t see his vehicle at that location. So I looked northbound on 

south 40 th and I saw his vehicle about a block and a half, two blocks north in the vicinity 
of Newton and south 40 th . And I saw Officer PITTS in the street with a male which 
matched the description of the suspect. 

MV:. Okay. Could you see the suspect pretty well? 

JI: Uh it was a two block distance, but I could see that he did match the description. He had 

kind of long, shiny hair. No shirt. He was thin. I would say he’d be about 5’10”, 5’11”. 
Black shorts. And then he had um, he had something. I don’t recall which hand, but he 
had something in his hand and he was whipping it around. 

MV: Do you know what that was? 

JI: As we drove closer, I noticed it was a chain. 

MV: Okay. What was the subject, suspect doing when you saw him ? And you said from a two 

block radius and then you got closer. 

JI: Yeah. 

MV: What was he doing? 

JI: As we were driving closer, I noticed that he was...he was extremely agitated. He was 

walking at a fast pace northbound. And I could, see Corey PITTS on the other side of him. 

MV: Umhmm. 

JI: Uh the suspect had that chain in his hand and he was actually whipping it around, or like 

whipping it towards the ground. 
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MV: And where was Officer PITTS in relation to the suspect? 

JI: Um Officer PITTS was just on the other side of the suspect. So it would be us, the 

suspect and then Corey PITTS. 

MV: Okay. So for, for just, for a little bit of logistical um situation here, so Officer PITTS was 

facing southbound? 

JI: He was facing southbound. 

MV: But walking backward northbound on south 40 th ? 

JI: Yes. I can, I can see him that he was back.. .1 could see him and that he was on the other 

side. And he was walking backwards and the suspect was northbound towards him. 

MV: So facing Officer PITTS? 

JI: Facing. Facing him. Yeah. 

MV: And did Officer PITTS have any weapons out? 

JI: I noticed that he did have his hands drawn up and I believe he had his weapon out. 

MV: His, his handgun? 

JI: His handgun. Yes. 

MV: Okay. And you said that the suspect appeared agitated walking fast and whipping that 

chain? 

JI: Correct. 

MV: What kind of behavior, what kind of things was he doing to make you believe that he was 

agitated? 

JI: Um other than the quick pace, I believed that he was, he was I don’t...he was taunting 

Officer PITTS, but preparing to actually whip it at Officer PITTS if he got any closer to 
him. 

MV: Okay. 

JI: If that makes sense. 

MV: Okay. 

JI: Yeah. 

MV: Um, so when you say whip it, you mean the chain? 

JI: Yeah. Whip the chain. 

MV: Okay. And what did this chain look like? 

JI: It was uh, I believed it to be some type of metal. Um grayish color. And I believe there is 

something black at the end. 
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MV: Okay. 

JI: Of, of one of the ends of the chain. 

MV: Okay. Is there, did you see how long the chain was at all? 

JI: Yeah. I believe it, probably about three feet if I had to make a rough estimate. 

MV: Okay. All right. Did the chain appear to be something that would cause great bodily 

injury or death if someone were hit by it? 

JI: Yes. Yes. I believe it would. 

MV: Okay. And when you said that Officer PITTS was walking backwards. The suspect was 

walking at a fast pace in front of him, do you know about how far apart they were? 

JI: No. 

MV: Okay. 

JI: I, I couldn’t tell from where I was at cause we were directly in line. But I know that it 

was, it was probably in close proximity. 

MV: Okay. All right. And so you said that Officer PITTS had his service weapon out. The 

suspect was walking towards Officer PITTS in a fast pace with this chain in his hand. 

JI: Um hmm. 

MV: And he was whipping this chain? 

JI: Yes. 

MV: Was it hitting the ground or what was it doing? 

JI: I believeTt was hitting the ground. 

MV: Okay. 

JI: He was like whipping it downwards towards the ground. 

MV: Okay. Did it appear, what kind of behavior was the suspect displaying? Was it assaultive? 

Was it...? 

JI: I would describe it as assaultive. Yes. 

MV: Okay. And with assaultive behavior, there are certain weapons, or certain things that we 

can use to deescalate that behavior. 

JI: Correct. 

MV: And would a Taser be one of those? 

JI: It could be but I knew it was already deployed at that point. 

MV: Okay. 

JI: And escalation of force. I feel that if he had his weapon out, it would probably be 

appropriate, or his pistol out, it would be appropriate. 
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MV: Okay. And then did you hear if the suspect was saying anything to Officer PITTS? 

JI: No. I couldn’t hear. Since we were in our vehicle,.. 

MV: Uh huh. 

JI: I couldn’t hear if the suspect was saying anything to Officer PITTS at the time. 

MV: Okay. And as you continued northbound on south 40 th , what else happened? Did you 

see... if anything? 

JI: As we started approaching, probably getting within maybe fifty to twenty-five feet, I 

heard a couple of pops coming from the suspect and Corey PITTS’ location. 

MV: Uh huh. 

JI: And based upon my training and experience, I knew that that was gunfire. 

MV: Okay. 

JI: As soon as that occurred, the suspect slumped to the ground. Fell to the ground, stomach 

downward. Or face down. 

MV: Okay. And then so did you believe that Officer PITTS fired his weapon? 

JI: Yes. I did. 

MV: Okay. And you said twice? 

JI: Twice. 

MV: You heard? 

JI: I heard twice. 

MV: Okay. And then when he, when the suspect fell to the ground, what happened after that? 

JI: I got within probably maybe, five, ten feet of the actual suspect. We moved my vehicle to 

block the street at an angle so it was facing kind of, the nose of the vehicle was northeast. 
I exited the vehicle. Turned on my BWC. I activated it. Officer LANGLEY exited the 
vehicle. I came around towards the west curbline on line with Corey PITTS facing the 
same direction towards the suspect and drew my, my pistol from the holster and pointed 
it at the suspect and provided him commands to place his hands behind his back. 

MV: Umhmm, 

JI: Uh yelling it. He was able to get one hand behind his back. I believe it was left. 

MV: Um hmm. 

JI: behind his back but didn’t, didn’t follow any of the commands after that. 

MV: Um hmm. And then what happened? What did the suspect do? 

JI: Once the suspect, it seemed like the suspect wasn’t doing anything. I decided I would be 

the contact officer to handcuff or restrain the suspect. So I started holstering my pistol. 
Started grabbing gloves. At that point the suspect got up. And then I, I executed like a 




Investigator’s Report 
Interview of Officer IWATSURU 
Case: 18-025270 
Page 9 


front push kick. I used the sole of my boot to push him over. The sole boot hit his, or 
struck his left hip. 


MV: Umhinm. 

JI: I did that because I didn’t want the, it was, it was a takedown. I wanted the suspect to 

remain on the ground. And then, cause one, he was wounded. I don’t want a wounded 
man walking down the street. And two, I still believed he had some of weapon on him at 
that point. So I didn’t want him up and around being a danger to the rest of the officers. 

MV: Okay. 

JI: At that point Officer LANGLEY tried to restrain... 

MV: Umhinm. 

JI: Our suspect. 

MV: Okay. When you said he got up, was he standing up? Was he kneeling? What was he 

doing? 

JI: He got up at first to all fours. Then he was able to raise himself up onto the legs. He was 

still kind of stumbling, but hunched over. 

MV: Umhmm. 

JI: But up on his feet. 

MV: Okay. And then you mentioned there were a couple of reasons why you wanted him 

down on the ground? 

JI: Yes. 

MV: One was because he was wounded? 

JI: Correct. 

MV: And number two because there might be a possibility that he would still have a weapon? 

JI: Correct. 

MV: Okay. 

JI: In addition to also restraining him to handcuff him. It’s a lot easier to handcuff him on the 

ground than standing up. (Inaudible). 

MV: Okay. And then, so with the weapon, obviously the chain was on the ground... 

JI: Um hmm. 

MV: after he was shot and he’s down on the ground. Did you ever hear anytime while you’re 

responding to the scene or while you were at the scene, that the machete had been found 
or that someone else had it? 

JI: Not at any point. No. 
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MV: Okay. So it’s a possibility the machete would still be with the suspect? 

JI: Quite possibly, yes. 

MV: Okay. Was he wearing clothing that would conceal a weapon? 

JI: Uh yes. Within his shorts, it could be a bladed. object. One object. Anything that could be 

used against us. Yes. 

MV: Okay. So there was a concern that he might have a weapon. Was any point do you recall 

once he was back down on the ground and you pushed him back down on the ground? 
Was there any point where you recall that he was in a position that he could grab a 
weapon from his pants? 

JI: Yes. He was bringing his hands back towards the front of his waistband, underneath him. 

MV: Uhhuh. 

JI: He was facing down. On his side but facing downward. And he was bringing his hands, 

tucking his hands in front of his waistband. 

MV: Okay. 

JI: So then, couldn’t identity whether he had anything in his pockets or in his waistband. So 

that was a concern. 

MV: Okay. And so he’s down on the ground. His hands are underneath him. What happens 

then? 

JI: Officer LANGLEY went to the suspect and provided commands. I think he attempted to 

restrain him. I gloved up cause he was bleeding. I gloved up and then tried grabbing his 
right hand. He was still tucking in his right hand underneath. I provided distracting blows 
with my left knee. 

MV: Okay. 

JI: A few times. I don’t recall a specific number. At which point he did give me his right 

hand. I was able to bring his right hand behind his back and then handcuff him. 

MV: When you say distraction blows, what exactly is a distraction blow and what’s the 

purpose? 

JI: Well taking a suspect like this one into custody. Usually they’re using their own strength 

to resist us. They keep their hands away from us or kick. A distracting blow is used into, 
in sensitive areas. Not to harm, to injure, but to cause maybe the suspect to lose breath. 

MV: Umhmm. 

JI: At that moment and kind of release the strength so that we would be able to take them 

into custody. 

MV: Okay. 

JI: Does that answer your question? 
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MV: Yes. 

JI: Okay. 

MV: Where exactly did you deliver these distraction blows on his body? 

JI: The lower left side of his torso. 

MV: And you said with your right knee, correct? 

JI: Left knee. 

MV: Left knee, sorry. And you said a few times. More than five? Less than five? 

JI: Uh... 

MV: If you recall? 

JI: I don’t know. About five. I, I, I couldn’t, I couldn’t say. 

MV: Okay. All right. Then if you don’t remember, then you don’t remember. 

JI: I don’t remember. 

MV: Okay. And then you said that after the distraction techniques, he complied? 

JI: He did. comply. 

MV: Okay. And when you said he complied, what did he do in compliance? 

JI: At first, before I provided the distracting blows, he was pulling his hand or using his 

strength to pull his hand towards the front of his torso. After I gave them, he actually 
released his strength and I was able to bring his hand behind his back and meet with his 
let hand. 

MV: Um hmm. 

JI: And that, at which point I was able to handcuff him. 

MV: And that was the purpose of the distraction blows? 

JI: That was the purpose. 

MV: So it was effective? 

JI: It was effective. 

MV: Okay. And then once he was handcuffed, did you put the handcuffs on him or did....? 

JI: I put the handcuffs. 

MV: Okay. 

JI: Yes. 

MV: So once he was handcuffed, was he still not compliant? 

JI: Not at that point. I don’t recall. 
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MV: Okay. 

JI: He, we, I was able to do what I needed to do. He wasn’t fighting me. Kicking or anything 

like that. 

MV: Okay. 

JI: I don’t remember. 

MV: And so after the handcuffs were on, and he was not fighting with you and tensing up, did 

you provide anymore distraction blows? 

JI: No. 

MV: Or any other use of force? 

JI: I did not. No. 

MV: Okay. Was it necessary? 

JI: No. 

MV: Okay. And why? 

JI: Because he was compliant at that point and he was restrained. 

MV: Okay. And then what did you all do with him once his handcuffs were on him? 

JI: Once his handcuffs were on, it probably took him over trying...basically I was looldng 

for any type of weapons. 

MV: Umhmm. 

JI: That were on him. Anything sharp. Anything that would be considered any type of 

weapon. Keys, knives, pens. So I conducted a search. Pulled whatever was out of his 
pockets. I also intended to provide aid to him and I didn’t want anything sharp on him as 
well. Or anything that would hinder me in the aid being provided. 

MV: For as far as searching he was under arrest as far as you were considered? 

JI: He was under arrest, yes. 

MV: So your search was incident to his arrest? 

JI: Correct. 

MV: Okay. Did you find any other weapons on him? 

JI: No I did not. 

MV: Did you find anything else on him that is noteworthy? 

JI: Uh not noteworthy to the crime or to the particular incident. No. 
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MV: Okay. And then you.. .what kind of first aid did you provide? 

JI: After I conducted the search, I went back to the trunk of my car. I have like a combat 

lifesaver bag which has trauma gear in it. It has scissors, chest seals, gauze, tourniquets. 
Anything that could be used on gunshot wounds. Brought it back. I knew that he was shot 
somewhere in the torso cause he was bleeding. Cleaned it up a little bit. I noticed that 
there was an. entry wound on its stomach, at which point I got a chest seal which can be 
applied anywhere on the torso, and applied it. I then peeled the, the plastic cover off so it 
didn’t seal appropriately, but it, once I figured out it, it, removed it, I put it right back on 
and it stalled working as, as intended. 

MV: Um hmm. 

JI: And then we started looking for additional wounds. 

MV: Okay. 

JI: We were able to find one on the arm, on the right arm. But at that point firefighters were 

right on scene. And I let them do what they’re trained to do. 

MV: Okay. And he was still breathing at this point? 

JI: He was still breathing. He was responsive to us. I believe he told us his name, And I 

don’t remember what his name was but he muttered his, a name. 

MV: Umhmm. 

JI: And then he was breathing and responding to us and usually.. .it was pretty much under 

his breath. 

MV: Okay. Let me just ask you this. You’ve been on for four years right? 

JI: Correct. 

MV: And in the Academy you received training on people who are under the influence of a 

controlled substance? 

JI: Correct. 

MV: And have you made arrests for people.... 

JI: I have. 

MV: of people who are under the influence of a controlled substance? 

JI: Yes. 

MV: So based on your training and experience you know what symptomologies people display 

when they’re under the influence of controlled substances? 

JI: Yes. 

MV: Was the suspect displaying anything that made you believe that it was possible he was 

under the influence? 

JI: Yes. 
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MV: What kind of symptomologies did he have that made you believe that? 

JI: His agitated state prior to Officer PITTS shooting him. 

MV: Umhmm. 

JI: You know. Whipping the chain. The, the aggression towards Officer PITTS. It seemed 

that he wanted to get to Officer PITTS. He didn’t care that he had a gun pointed at him. 
And then his reaction after he was shot. He was able to not, he was not complaint with us. 
He got up and it appeared that he was trying to get away, almost. 

MV: Um hmm. 

JI: That is, I see that as not a common reaction with someone that’s not under the influence 

if that makes sense. 

MV: Um hmm. And then after he was shot, he was trying to get up and he’s tensing up and 

he’s not putting his arms behind his back. What kind of behavior would you characterize 
that as? 

JI: Under the influence. He, he was tensed up. His arms were tensed. It seemed that he was 

still agitated at the time. 

MV: Um hmm. Okay. At that point when you all are trying to take him into custody, was he 

having assaultive behavior and non-complaint? 

JI: Can you say that again. 

MV: When, after he was shot he was on the ground and you were trying to take him into 

custody. Was his behavior similar to or was his behavior non-complaint and assaultive? 

JI: I would agree. Yes. 

MV: Okay. All right. Based on him tensing up? 

JI: Yeah. 

MV: And not complying with your commands? 

JI: Correct. 

MV: Okay. Was Officer LANGLEY also giving commands? 

JI: Lie was giving commands. 

MV: And was Officer PITTS giving commands that you recall? 

JI: Um I believe he.. .and I don’t know if, what type of commands he was giving, but I do 

recall him yelling... 

MV: Okay. 

JI: at the suspect. 

MV: And just, just going back. I should have asked you this at the very beginning when you 

arrived on scene you were driving a marked police vehicle? 

JI: Marked police vehicle on full uniform patrol. Yes. 
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MV: Okay. All right. I have no other questions. Attorney? Do you have some? 

RK: No ma’am. Thank you. 

MV: All right. Officer? Any questions? 

JI: None. 

MV: Okay. That concludes this interview. It is 1727. 
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MV: Michelle VELOVICH, Sergeant - SDPD Homicide Unit 

EL: Emery LANGLEY, Officer - SDPD Southeastern Division 

RC: Robert KR A USE, PO A Attorney 

MV: Okay. Today’s date is August 9, 2018. It’s 1545 hours. My name is Michelle 
VELOVICH, ID #5353. I’m a sergeant on Homicide Team 4. And in the room with me is 
attorney? 

RC: Robert KRAUSE, K-R-A-U-S-E. Bobbitt, Pinkard & Fields. 

MV: And then officer? 

EL: Officer LANGLEY, L-A-N-G-L-E-Y, ID #7523. 

MV: Officer LANGLEY, before this meeting began, I informed you that you’re a witness 
officer in the officer involved shooting incident that we arc investigating that occurred 
yesterday around 1717 hours in the 1100 block of South 40th Street. Is that correct? 

EL: Correct. 

M V: Okay. So the purpose of today’s meeting is to gather your information as to what you saw 
and your responses to what you saw during that officer involved shooting event and 
taking the suspect into custody, correct? 

EL: (Nods in the affirmative). 

MV: Okay. So let’s start from the very beginning. So you were working 2nd watch hours. Is 
that correct? 

EL: 2nd Watch. Yes. 
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MV: Okay. And what unit were you assigned to? 

EL: 438Z. 

MV: And who was your partner? 

EL: Officer IWATSURU, ID #7129. 

MV: Were you a passenger or driver? 

EL: I was the passenger. 

MV: Okay. And you started your shift at 1400? 

EL: Correct. 

MV: Do you remember what equipment number you were operating in? 

EL: 7007. 

MV: Okay. And so what caused you to end up over into the 1100 block of South 40th Street? 

EL: So my partner and I were 10-8, which means we were cleared. Ready to receive calls. We 

heard a radio call come over the radio over in the 40’s, which is over in the 4000 block of 
Boston Avenue originally. It came out that a man was being attacked with a machete. 
We.. ,1 believe everyone was tied up on calls at the time so my partner and I volunteered 
for the call. We went to it. More callers started calling in with more details. Based on the 
details of the call and number of reporting parties calling in, we responded with Code 3 
response believing that somebody’s life was in danger. We...on the way there Officer 
PITTS who was 446Y also volunteered for the call. He was a little bit closer than we 
were. He responded on scene. We were a few blocks out and when we were a few blocks 
out, we heard Officer PITTS go 97 so he arrived on scene. And after he arrived on scene, 
he’s...shortly after he arrived on scene, he stated that the suspect was now approaching 
him with a chain. Coming directly at him with a chain. Do you want me to go over the 
whole.... 

MV: Before you get to that part... 

EL: Okay. 

MV: let’s go back real quick. 

EL: Okay. 

MV: You said more RP’s and more details. 

EL: Yes. 

MV: What kind of details do you recall were coming out regarding the radio call? 

EL: What I recall hearing on the radio was the initial reporting party called in and said that 

someone was being attacked with a machete. So that’s what made us volunteer for the 
call. At that point we hadn’t started responding Code 3. We were waiting for more details 
on it. And then I believe from my recollection, another reporting party called and stated 
that somebody was on the ground and bleeding from a machete attack. And that’s what I 
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remember and that’s what prompted the Code 3 response. And yeah. That’s what made us 
go Code 3 to the call. 

MV: Was there a suspect description provided? Do you recall? 

EL: I don’t remember. 

MV: Okay. All right. And so a, a machete. You know what a machete is? 

EL: I do. 

MV: What do you, what.. .how are you picturing a machete? 

EL: I picture a machete as a very sharp, long bladed knife. Normally from my training and 

experience of blades of a machete can exceed...I mean they can, they can be very big, 
normally exceeding over 12 inches, 15 inches. And it’s a pretty blunt force object on the 
back side. So either side of it could be used as a deadly weapon. 

MV: Okay. That was my next question. Is it a dangerous weapon? 

EL: It is. 

MV: Okay. And so you had an additional update that someone on the ground was bleeding? 

EL: Yes. 

MV: From a possible machete attack? 

EL: Yes. 

MV: Okay. Is that life threatening do you feel? 

EL: At this point, yes. It’s, if somebody was being att...if somebody was attacked with a 

machete and there was contact made, I believe that that’s a weapon that would cause 
great bodily injury or death. 

MV: Okay. 

EL: Had it made contact. So again, that’s what prompted the Code 3 response. 

MV: Okay. And so do you recall how far away you were when you and your partner 
volunteered for the call? 

EL: We were, I believe we were on the intersection of Euclid and Naranja. So we were right, 

essentially right on the border of the 30’s and 40’s service areas. 

MV: Okay. And so Officer PITTS you said got there pretty quickly? 

EL: He, yes. He responded to the call and I believe when he volunteered for the call, we had 

already crossed into the 40’s. I don’t recall where we were but I do recall him stating that 
he was volunteering for the call. And that he was a little bit closer than we were. 
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MV: Okay. And then we you said that when Officer PITTS was on scene, that he aired on the 
radio, via the police radio that the suspect was approaching him with a chain? 

EL: Yeah. And when he, when he did air that, his voice was, it sounded like he had a lot of 

stress in his voice and I could hear some yelling in the background. And I knew Officer 
PITTS to be by him self with no assistance at that time. 

MV: Okay. And so based on these things that you said you heard, that Officer PITTS said the 
suspect was approaching with a chain, that you said his voice sounded stressed? 

EL: Yes. 

MV: And that he was, there was yelling in the background and you knew that he was a single 
officer essentially there alone? 

EL: Yes. 

MV: Did that cause you to believe that Officer PITTS needed cover? 

EL: Yes. 

MV: Okay. So when you and your partner went en route, did you hear anything else happen 
while you were en route? 

EL: Once Officer PITTS aired that the suspect was coming at him with a chain, which 

became our primary focus. We then shifted our focus from the original call out to that, to 
that scene, which is why we responded to him. He wasn’t at.. .do you want me to keep 
going with it? Keep talking about the.... 

MV: Let me, let me ask so was, did you recall hearing Officer PITTS saying that he needed 
cover now? Or expedited? Or rolling Code or anything like that? 

EL: He didn’t. He didn’t specifically from my recollection, he didn’t specifically say “cover 

now” or “roll Code”, however, based off of my training and experience, the stress in his 
voice. The details of the cover. The armed suspect coming at him. Him being by himself, 
I determined that his life was now in danger. 

MV: Okay. 

EL: And so that’s why we continued to roll Code 3 till we could find him. 

MV: Okay. All right. And so while you were en route, what was the update on Officer PITTS’ 
situation with the suspect? Was there any updates that you recall? 

EL: Yeah. He aired “Taser deployment”. He didn’t, from my recollection he didn’t state 

whether or not he was effective. But he did state over the air that he deployed a Taser 
and yeah again, when.. .1 think at that, I think when he aired that he deployed the Taser 
we were actually going 97. We were just coming onto Boston, On the 4000 block of 
Boston. And so, you know, but we didn’t see them at that time. 

MV: Okay. 

EL: When we.... 
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MV: Okay. And did you approach from...so you were going on to Boston. Did you approach 
from the east or the west? 

EL: We approached from the east. 

MV: Okay. Do you remember what hundred block of Boston you started out on? W ere you on 
the 4000 block? 

EL: It could have been 4100. 

MV: Okay. 

EL: You know, I don’t recall, but it’s within a couple of blocks, but... 

MV: Okay. After the Taser deployment, were there any other updates on Officer PITTS’ status 
with the suspect? 

EL: Not that I recall. No. 

MV: Okay. When you and Officer IWATSURU.... 

EL: IWATSURU with a U. 

MV: IWATSURU? 

EL: Yea. 

MV: Okay. When you and Officer IWATSURU arrived on scene, what did you see? 

EL: We arrived on scene on the 4000 block of Boston and there was a lot of citizens that were 

now out on the street and they were all pointing to the west, down the west side of 
Boston. We were under the impression that Officer PITTS was on the 4000 block of 
Boston and he wasn’t there, which again made me even more fearful for Officer PITTS’ 
safety. He hadn’t updated a location at that point in time. 

MV: Okay. 

EL: So I got on the radio and I aired. I asked for location update. 

MV: Um hmm. 

EL: At that point Officer PITTS did update his location. I believe the location that he put out 

was I want to say 40 th and National. I think is what he said. 

MV: Okay. 

EL: Which was the next block over running south to north. When he aired that, he sounded 

even more stressed out. He, he almost yelled it into the microphone. So again at this point 
in my head I was thinking that he was being attacked. 

MV: Okay. 

EL: So we pushed up there and once we got onto National is when we saw him. He was about 

a block and a half up. Are you going...? 
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MV: Yeah. When you saw him, he was about a block and a half up. What was happening when 
you saw Officer PITTS? 

EL: We saw his car initially because he had his lights on. We couldn’t so much see him 

because he was still quite a ways up. We ran to the comer. We get up there and I think I 
said to my partner. I said, “Where’s he at? Where he’s at?” And he said, “There’s his 
car.” So we accelerated up still running Code 3 and then that’s when we saw him. When I 
saw him, he had his gun drawn. He was pointing it at the suspect. I could hear yelling. I 
had a clear unimpeded view of the back side of the suspect. And I had a clear unimpeded 
view of PITTS based off my position in the car as we approached. The suspect was, had 
no shirt on. He had his back towards us and he was really sweaty. He was really sweaty 
and he was gripping a chain. He was like dragging it on the ground. And at points I don’t 
know if it was from him blocking or, because he was really agitated and he was power 
walking at Officer PITTS. I mean he was walking at him at a, you know, pretty, pretty 
good pace. He was gripping the chain and he was almost kind of like, not, he wasn’t like 
whipping it drastically, but he was kind of like banging it off the ground. 

MV: And so for the purposes of the recording, you’re bringing your arm up like halfway? 

EL: Yeah, I mean. 

MV: Halfway, waistside? 

EL: Not even halfway. I mean like, like I said. I don’t know if he was agitated because of the 

way he was walking, but my interpretation of it at the time was that he was slamming it 
off the ground as like, you know, as he’s walking towards Officer PITTS, you know, and 
threatening him with it. 

MV: Okay. Let’s, let’s, let me ask you a couple of questions. 

EL: Okay. 

MV: So you said, that you heard yelling. You saw the unobstructed view of the back of the 
suspect? 

EL: Um hmm. 

MV: And you saw an unobstructed view of the front of Officer PITTS? 

EL: Correct. 

MV: So in that specific description, Officer PITTS was walking backward? 

EL: He was back stepping. 

MV: N orthb ound? 

EL: He was backstepping northbound on National. 

MV: On South 40 th ? 

EL: Oh I’m sorry. South 40 th . Yes. 

MV: Okay. 

EL I apologize. 
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MV: If s okay. 

EL: I don’t know why I keep saying National. 

MV: That’s all right. 

EL: Yeah. 

MV: I know it intimately because I’ve been there all night. 

EL: Yeah. (Laughs). 

MV: Uh, so... 

EL: Yeah. I meant.. .I’m sorry, south... 

MV: That’s okay. 

EL: So, the north to, just for the record the north and south range I was referring to is not 

National. It’s South 40 th . 

MV: South 40 th . 

EL: Yes. 

MV: Okay. And you said that the suspect was shirtless and he was sweaty? 

EL: Yeah. He was real sweaty. 

MV: Okay. How many years have you been on? 

EL: About two and a half now. 

MV: Okay. And have you had training in the Academy on people under the influence of a 
controlled substance? 

EL: I have. 

MV: And have you arrested people under the influence of a controlled substance? 

EL: I have. 

MV: Okay. So based on your training and experience are there any symptoms that you just 
described that could be also symptomologies of being under the influence of a controlled 
substance? 

EL: Yes. 

MV: Did you believe that the suspect may be under the influence of a controlled substance or 
no? 

EL: Looking back on it now, yes. At the time that wasn’t my concern. 

MV: Okay. And so at the time did you just.. .what did you just think he was um, why did you 
think he was just being aggressive or just...? 

EL: Um, I, again that, why he was being aggressive wasn’t necessarily my concern so... 
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MV: Okay. 

EL: My concern at the time was Officer PITTS’ safety. 

MV: Okay. So you said that he was dragging the chain, power walking towards Officer PITTS, 
sweaty and did, I’m, I’m sorry, did you say that he was aggressive? Or is that, is that my 
word? 

EL: I mean he had an aggressive posture. 

MV: Okay. 

EL: He, he was walking, you know. He’s gripping the chain. From what I remember he had 

his, you know, he’s walking with it with an aggressive posture. I mean uh.... 

MV: And what’s an aggressive posture? 

EL: Uh in my training and experience when, if somebody’s power walking at you and they 

got their fist balled up and they have a weapon in their hand, and they’re power w alkin g 
at you, and they’re disregarding your commands to stop or whatever. I couldn’t hear the 
commands that Corey was giving him. 

MV: Umhmm. 

EL: But I did see Corey yelling. And I could hear the guy yelling back, but I couldn’t hear 

what they were saying. 

MV: And so... 

EL: So to me that’s an aggressive posture. Showing that he had intent to assault Officer 

PITTS. 

MV: Okay. So would you consider this assaultive behavior? 

EL: Absolutely. 

MV: Okay. And so keeping in mind the force matrix. 

EL: Yep. 

MV: Assaultive behavior uh can be challenged with by law enforcement with certain 
instruments? 

EL: Correct. 

MV: Correct? Is a Taser one of them? 

EL: Yes. 

MV: Okay. And so at that point when you saw the suspect in your words displaying assaultive 
behavior towards Officer PITTS, was it a situation where you felt that you needed to 
cover Officer PITTS and help him out? 

EL: A hundred percent. 
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MV: Okay. So as you’re approaching in the car, you’re on the passenger side and you’re 
seeing all these things happen and Officer PITTS is walking backwards going towards 
National Avenue at this point? 

EL: Yes. 

MV: Okay. 

EL: (15:12). Inaudible. 

MV: So he’s in between Newton and National? 

EL: Yep. 

MV: Okay. So and with this chain. Can you describe this chain? 

EL: Uh the chain, I mean it probably was, (sighs), uh I, I couldn’t give you a measurement. I 

mean he was holding it at about waist level. 

MV: Uh huh. 

EL: And I remember it, you know, scraping the ground. 

MV: Okay. 

EL: So however tall that is. And it was a very thick chain that absolutely had the capability of 

causing great bodily injury or death. 

MV: Okay. 

EL: If he was to strike somebody with it. 

MV: Okay. All right. And then what happened after you saw that and you were approaching 
the suspect and Officer PITTS? 

EL: So yeah. We, we get out there and the gentleman was still approaching him. Officer 

PITTS is back stepping, yelling commands which I couldn’t hear specifically. And at that 
point I saw Officer PITTS discharge his weapon. Uh, he fired two rounds at the suspect. I 
saw a muzzle flash and heard the gunfire. At that point I, uh, we had stopped our car and 
came kind of like to an abrupt halt, right just short of the suspect. And we were 
approaching from the south. And so I got on the radio right before I hopped out of the car 
and I aired “shots fired”. My partner and I exited the patrol vehicle and we drew our 
service firearms and we maneuvered around Officer PITTS to get out of his crossfire. 
And we began giving commands to the suspect. 

MV: Okay. And did the suspect comply with those commands? What commands did you give 
him? I’m sorry. First let me ask that... 

EL: We were telling him to show, to show us his hands, so he’d put his hands behind his back 

and which he was not complying. 

MV: Okay. And then what, what else happened after you guys gave him the commands when 
you guys were surrounding him? 

EL: Myself... 
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MV: When did you approach? 

EL: Yeah. So it was unclear at that time whether he was coherent because he had just been 

shot. So we were giving him commands. He wasn’t complying. But then he.. .my partner 
and I, I had told Officer PITTS that, you know, I said, “Hey keep your gun out. Stay with 
lethal force. My partner and I will, will maneuver and go hands on and put handcuffs on 
him. So I switched spots with Officer PITTS and then now myself and Officer 
IWATSURU were more so on the, like towards the west curbline. And we went to go 
holster our weapons. But as we went to go holster our weapons, the gentleman started to 
stand up. Or I thought he was trying to stand up. He was able to get up on all fours. So I 
kind of...from what I remember I put my firearm. I holstered it and my partner did too. 
And we were yelling at him to “Stay down! Stay down! Stay down!” And he just was not 
complying. So uh.. .you want me to keep going? 

MV: Umhmm. 

EL: So my partner Officer IWATSURU used his foot to kind of like a push kick, to push him 

back down at which point I went to go hands on. My partner didn’t have any gloves on 
and there was a very significant amount...I was sitting passenger so I had time to glove 
up before we got there. 

MV: Um T imm . 

EL: But my partner didn’t have any gloves on and there was a significant amount of blood on 

the ground so he had to throw some gloves on real quick. So I went hands on with him. 
As I go hands on with him, I placed my hand kind of like on the, on his like trap 
(referring to the trapezius muscle) right here. Right near his neck to, to control his head. 
To keep him down cause he was still trying to stand up... 

MV: Back of his head? 

EL: Yeah. 

MV: Okay. 

EL: Still trying to stand up. And I kept telling him, “Stay down! Don’t, don’t move! Don’t 

move!” And then I went to go roll him over and as I rolled him over, he tucked one of his 
hands down. And so when he rolled over onto his stomach, his hand was now down 
underneath him. So I started giving him commands to put his hand out and show me his 
hand. I, we didn’t see a machete. And that was the call that was put out. So as far, as far 
as I was concerned, I thought he was reaching down for a weapon. 

MV: Um hmm. 

EL: So he, I couldn’t see his hand. I think he had, he did have one hand exposed, but the other 

one was tucked up underneath him. And I couldn’t see. And I kept telling him to show 
me his hand. And then I tried to grab it to pull it out and he tensed up. And he still.. .and 
I’m a big guy but he, he tensed up and I couldn’t pull his arm out cause he was tensing it 
and pulling it away from me. And at one point he used his free hand that was out. He 
grabbed my hand like this and... 
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MV: And for the purposes of the recording you’re saying like this. So you put one hand over 
the top of your other hand? 

EL: Correct. So yeah, I’m sorry. He, with his free hand he grabbed I don’t specifically where, 

whether it was on my foreaim or my hand, but he had pulled, kind of like grabbed it and 
like pulled it. Almost like he was trying to pull it into him. So at this point I used a 
distraction blow to the side.. .1 had his head right here so I used a distraction blow to the 
side of his face. I don’t recall exactly how many times. I estimate it to have been two 
times. The strike was ineffective as he didn’t initially comply. I did the two distraction 
blows. Gave him an additional command to show me his hand which he did eventually 
bring it out and he brought it to his side. And then I was like, “Put your hand behind your 
back!” And he, I went to grab it again and then he tensed up again. He wouldn’t let me 
put his hand behind his back. And then I remember giving him one more distraction blow 
in which I, I think was effective. Because after that my, my partner was now helping me 
out at this point and we were able to handcuff him. 

MV: Okay. Let me just back up just a little bit. You said that you had no information about 
where the machete was. And you were concerned based on the fact that he had a hand 
down underneath him still. That he may be have been going for the machete? 

EL: A machete or any kind of weapon. 

MV: Okay. 

EL: Cause, yeah. I mean we didn’t, we, there was not...from my recollection, none of the 

reporting parties mentioned anything about a chain. 

MV: Okay. 

EL: Or if they did, I didn’t hear it. So but he, so now when we arrive on scene, we see him 

with a chain. So now we have a machete and a chain to worry about. So I didn’t know 
what... 

MV: Okay. 

EL: what else might have happened. 

MV: So was he wearing clothing that was easily to conceal? Or easy to conceal a machete or 
another weapon? Do you recall? 

EL: Um I don’t recall necessarily. I, I mean I do remember him. I think he had red boxers on 

and black pants. And I mean, if, if you have pants on, you can conceal a lot of weapons 
inside your... 

MV: Okay. So was he wearing clothing that was skin tight that if, if he were to hide a machete 
or something on there that you would have seen it? 

EL: Um I don’t recall how tight his clothing was. 
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MV: Okay. All right. The distraction blows and commands. Okay. Describe what you, 
describe your specific blow? 

EL: Uh I gave the first two, or three...again I, it’s an estimate between two or three. I gave 

him a distraction blow to the side of his face with intent that we would either be able to 
grab his hand and pull it out because now he’s obviously focusing on the distraction 
blows. Or that he would comply with our commands. Because I, I was, the whole time I 
was ordering him to stop resisting. I was ordering him to put his hands behind his back 
and he was just not complying. And he still had a, you know, despite the loss of blood 
and everything, he still had a very good amount of strength. 

MV: Okay. Is a distraction blow, can you describe what exactly your distraction blow was? 
Was it an open hand? Was it a closed hand? 

EL: Closed fist. 

MV: Okay. Closed fist to the side of the face. And do you recall which side of the face at all? 

EL: I don’t recall. I want to say.. .uh, I don’t recall. 

MV: Okay. 

EL: I don’t know for sure. 

MV: And so the first two, urn and the first two distraction blows that you provided to the side 
of the face were ineffective is what you said? 

EL: Uh.. .they, he did bring his hand up. So from what I remember he did bring his hand out. 

But then when we grabbed it, he tensed back up again. 

MV: And isn’t that when he grabbed your arm? 

EL: Yeah, except I don’t remember the specific exact time when he grabbed my arm. But he 

did grab my arm and he did pull it like pull it towards him. And that’s, I like had to pull 
my aim away. And then that, I think that’s what prompted me to give him the distraction 
blows. 

MV: Okay. 

EL: Or at least the additional distraction blow. 

MV: And the thirdish, you think it was at least the first time and then at least one more the 
following time? 

EL: Um hmm. 

MV : The third distraction blow, can you describe that one as well? 

EL: The third one from my recollection was when his arm came out and then it was I think 

myself and Officer IWATSURU went to grab it. Or maybe it was just me. I don’t 
remember what, where he was at this point. But I went to go grab his aim and then as I 
grabbed his arm he tensed up again. And then so I didn’t know if he was gonna tuck it 
back underneath of him, or if he was gonna try and grab me and pull me in. So I gave him 
one more distraction blow to the side of his face. And I remember that one being 
effective which was when we were able to... 
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MV: Okay. 

EL: put his hands behind his back. 

MV: And then you describe your first two distraction blows as a closed fist... 

EL: Yes. 

MV: to the side of the face. Was the third one also a closed fist? 

EL: Yes. All three of them. 

MV: Okay. Uh... 

EL: And again just for the record. The fir...I don’t remember the exact number of the first 

distraction blows. It could have been three or two. But if I had to guess, I would say it 
was two. 

MV: Okay. And in and doing...well let me back up a little bit. When we used distraction 
blows. When you’re using distraction blows, what is the purpose and what kind of 
behavior is the suspect displaying in order for you to use distraction blows? 

EL: So if a suspect is actively resisting you can use distraction blows. And the purpose of a 

distraction blow is to strike him in a certain part of his body so that you can get him to 
comply... 

MV: Um hmm. 

EL: in another part of his body. So for this instance my intent in striking him with a 

distraction blow was that he would not be focused on the pain or the blow that he felt on 
his face so that we were able to pull his hand out from grabbing a weapon underneath of 
him. Or I should.. .me, not we. 

MV: Um hmm. 

EL: So that I was able to pull his hand out from underneath of him. 

MV: Okay. And then ultimately after the third distraction blow was it effective? 

EL: I remember the distraction blow being effective, yes. 

MV: Okay. 

EL: Because at that point we were able to get his hands behind his back and he stopped 

tensing up. 

MV: Okay. And once his hands were behind the back, did either you or Officer IWATSURU 
handcuff him? 

EL: Officer IWATSURU did. 

MV: Okay. And once he was handcuffed, was there a need to use any other distraction blows? 

EL: No. 

MV: And did you? 

EL: No. 
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MV: Okay. And so at that point after he was handcuffed, what did you and Officer 
IWATSURU do? 

EL: He was fairly irate. 

MV: Umm hmm. 

EL: And he was still screaming. He, I don’t...from what I remembered what he was 

screaming was kind of gibberish and mumbled. I couldn’t really understand what he was 
saying. But we rolled him over to his side and then we conduct...we started doing a 
search for any weapons or contraband or anything like that. 

MV: Did you find any? 

EL: No. I think. I...Officer IWATSURU conducted the search, but from my recollection we 

didn’t find anything just, you know, pocket stuff. You know, little pieces of paper and 
things like that. 

Okay. 

But yeah, we didn’t find anything so uh we rolled him over to his side. And then after we 
did that, we rolled him over to his back and then we started talking to him. I just told him, 
you know, “Try and stay still”, cause he was still moving around and kicking around and, 
and kind of trying to talk to us. And I told him, I was like, “Just don’t talk. Be quiet.” 
You know, “Stop moving. Try not to move.” And at that point I believe Officer 
DOWNING arrived on scene and started assisting us with the first aid. I directed my 
partner to go grab his first aid kit because he’s got a good first aid kit. 

MV: Um hmm. 

EL: Once he got back with it, we started wiping the blood off of his torso so we could try and 

find an entry wound. We were able to find an entry wound. My partner, me and Officer 
DOWNING, we put our hands on his entry wound to stop the bleeding because he was 
bleeding pretty good. 

MV: Umhmm. 

EL: So we put a lot of pressure down on his entry wound. Again it was on his torso. I believe 

it was right underneath of his right nipple, or pectoral muscle. 

MV: Um hmm. 

EL: And we applied pressure while Officer IWATSURU was grabbing his first aid kit. He got 

an occlusive dressing and we tried to apply it on the exhale to stop because he probably 
had, we assumed he had a sucking chest wound. So we put the occlusive dressing on. The 
first one there was no seal because he had too much blood. So uh cleaned the.. .we used 
some gauze to clean the blood off to get a better seal and took the occlusive dressing off. 
Cleaned the blood off and then put a new, a new occlusive dressing down on his chest 
which was effective. Sealed the wound. Rolled him over, stalled looking for an exit 
wound. We determined that there was no.. .well from what we could see that there was no 
exit wound. Looked, he had a big bulge on his back which we assumed was the, the 
round that had passed through his body and didn’t exit out the other side. But he was still 
losing a significant amount of blood and we couldn’t tell where it was coming from. So 
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we kept looking for it. And then we eventually found a, some kind of entry or exit wound 
on his bicep. And I don’t remember which side it was. I think it was his left arm, But it 
was on like the inside of his bicep. It was way down pretty good. And then before we 
started working on that, medics had already arrived on scene and they started packing 
that wound up with gauze. And then we kind of backed off from there. I kind of backed 
off. We let the medics work on them and they started providing oxygen for him. And then 
I kind of backed for a second but then he started kicking his feet up again. And he started 
kind of like trying to push the medics away with his feet. And he kept trying to sit up, so I 
had to circle around and hold his feet down while they worked on him. And that’s pretty 
much what I did until they took him away. 

MV: Okay. All right. I don’t have any other questions. Do you have some questions? 

RK: Yeah. Just one real quick one. You worked with Corey before? 

MV: Absolutely. 

RK: Officer PITTS? 

EL: Yes. 

RK: You’re familiar with his tone of voice over the radio? 

EL: Absolutely. 

RK: Something, you’re familiar when he’s calm? 

EL: Um hmm. 

RK: And how would you describe his voice this day and what did that lead you to believe? 

EL: Um the first transmission that he put out, that the suspect was coming with him. He was 

clearly in distress. Um I could tell from the, from, again I’ve worked with Officer PITTS. 
I know his mannerisms. I could tell by the tone of his voice that he was in distress and 
that he needed help. Um, but, you know, he didn’t...in my opinion he didn’t air “cover 
now”. I mean he prob...he assumed that we were coming to him Code 3 by what he 
aired, “He’s coming at me with a chain.” He said, and when he said, “He’s coming at me 
with a chain”, we all knew he was coming at him with a deadly weapon and we needed to 
get there. So that’s what did it. And then we aired that he uh deployed his Taser, again his 
voice was still stressed out. But it was when he aired his new location and we asked him 
for it, he aired his new location and he sounded very distressed. And at that point, in my 
mind, I believed that he was being attacked already. (Inaudible at 30:23) 

RK: That this was from a known quantity that you work with so...? 

EL: Yes. 

RK: Okay. That’s all I have. 

EL: And yeah. Again his voice was real stressed out. 

RK: Um hmm. 

EL: He was almost yelling in the mike, so we uh, we had believed him to he in trouble. 
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RK: Thanks. 

MV: Okay. No other questions? 

RK: No ma’am. 

MV: Anything to add? 

EL: Nothing Sarg. 

MV: Okay. That concludes this internew. And it is 1622 hours. 


Reporting Detective Michelle VELOVICH, Sergeant 
Approved by: fill)##**? 
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SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue, San Diego 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 

Event # 18-080013593 _ 

Victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Velovich 
#5353 to respond to 4000 National Avenue to investigate a report of an officer involved shooting. I arrived 
on scene at about 1815 hours and met with other members of Homicide Team IV which consisted of 
Detectives B. Sanchez #6610, Travis Demas #6479, Chris Murray #6120 (relief), Maria Delgadillo #5596, 
and me. 


I was assigned to interview witness This interview occurred at the intersection of 40 th 

Street and Newton Avenue. I recorded the interview. This was essentially what ^^^^^|told me: 


Interview of 



(witness): 


I was down there at the intersection of Alpha and 40 th Street. I was with . We were sitting in 

the car. We were facing south on 40 th Street. We heard some commotion from behind us to the north. I 
heard someone screaming; a male voice saying stop. 
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We turned the vehicle around. We drove up north on 40 th Street. We first saw the suspect where the taser 
gun is. We heard the officer saying, “Stop, stop.” The suspect was walking with the chain, but we didn’t 
see him swinging it. He was holding the chain in his right hand. I heard the officer telling the suspect to 
drop the chain. The suspect did not drop the chain. I heard the suspect’s girlfriend saying, “He’s on PCP. 
Don’t hurt him. He’s hallucinating. He got a bad dose.” 

The officer and suspect were walking in the street. The officer was walking backwards. The suspect was 
following him. I first saw them at about mid-block between Newton and Boston. They were walking in the 
middle of the street. They were about 6 feet apart. I heard a pop when we were turning around. I am 
assuming it was the taser. 

We followed them to the intersection of 40 th and Newton. was driving. We had to pull over 

when the cop car passed us. We stopped at the intersection and parked. I got out of the car. I was trying to 
record, but my phone’s memory was full. I heard the gunshots. The police car passed us from the south 
going north. I was already out of the car at that point. I was walking from the southeast curb to the 
northwest curb when I heard the gunshots. When I heard the gunshots, I went to the northeast curb to hide. 

The o fficers in the car did the gunshots. I heard 3 to 4 gunshots. Once I heard the gunshots I ran behind our 
truck. had moved the truck to the northeast comer of the intersection. I then went t o the west 

curb of 40"' and walked North on 40 th from Newton. I met the other lady over there 1 was 

trying to get the girlfriend to calm down. She was hysterical. 

The girlfriend was telling another lady to go back down to the house and to clean things up before they get 
there. I don’t know who she was talking about. They looked like family members. The lady didn’t want to 
leave. The girlfriend wanted to leave. The girlfriend said she was staying at her mom’s house. It was odd 
she was worried about someone getting back to the house. 

The officer was talking to the suspect. He wanted him to stop and calm down. He obviously didn’t want to 
shoot him or he felt safe enough to not shoot him. I couldn’t see what happened right before the shooting. 
The police car blocked my view. When I had a view, the guy was already on the ground. I think the 
officers in the car were the ones that shot him. I saw the chain up there on the ground. 

The officers were taking care of the suspect. They were checking for the gunshots. They were checking his 
breathing. They were telling him to keep his eyes open. They had some gauze and were applying pressure. 

I am very proud of them. 

It was very odd the girlfriend was persistent that someone go back to clean up something. 

-End of interview 


Reporting Detective Detective Mike Sherbondy _ I.D. 6516 

Approved by: M U>h&U&VeXovtoh/#5353 Date of this report: 


Hoinic ide Team: IV 

Time: 


08-21-2018 


1245 hours 
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SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event # 18-080013593 
victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 08, 2018, at 1730 hours, I received a phone call from Detective Sergeant M. VELOVICH to 
respond to 4000 National Avenue, San Diego, regarding an Officer Involved Shooting. I arrived at 
approximately 1825 hours and met with other members of Homicide Team IV, which consisted of 
Sergeant VELOVICH, Detective T. DEMAS #6479, Detective L DELGADILLO #5596, C. 
MURRAY#6120 (relief), and M. SHERBONDY #6516 (relief). 

At 1917 hours, Sergeant A. ALEXANDER #4638 and Sergeant F. WHITE #4435 conducted the briefing. 
After the briefing. Homicide Team IV took over the investigation. 

After the briefing I spoke with During the briefing, was reported to have 

obtained video footage of the officer involved shooting on her personal cell phone. I located at her 
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residence My conversation with was audio recorded and later 

downloaded onto a CDR and impounded at police headquarters under barcode #10918309. 

1 introduced myself to^^^l and explained tothat I would like to obtain^Hpermission to download 
the video footagehad captured on^J cell phone regarding the shooting. was very cooperative 

and agreed to send the footage on^Jphone to me via text message. I later transferred this footage to a 
CDR and impounded it at police headquarters under barcode #10918276. 

I obtained a more detailed statement from^^^H. essentially stated the following: 


(The following paraphrased statement is not to be considered a substitute for listening to the CDR 
containing the entire audio recorded interview) 


Statement of 



The suspect had a chain and he was swinging it from side to side. The officer had a gun pointed at him. 
He was telling the suspect to drop the chain. The officer was walking backward the whole time. The 
suspect wouldn't listen or obey the officer. It looked like the officer didn't want to shoot him. The officer 
fired two shots. The last thing the officer told the suspect before he shot him was to stop. The suspect 
looked really angry. I couldn't hear or articulate to you what the suspect was saying. 

The suspect was a black male, 5-08 or 5-09, late twenties or early thirties. I can 7 remember what he was 
wearing. I wasn 7 really paying attention to him because I was nervous when the officer was pointing the 
gun at him. 


I heard a woman screaming in the background sayings, “stop " and “no. ” I don 7 know if the suspect was 
moving after he got shot but the officers were telling him to stay on the ground after they had already shot 
him. The female was telling the suspect to put his hands up and not to move as well. She was a black 
female. I think she was wearing a “doo rag” in her hair. She w<zs about 5-08 as well. She was thin. I 
don 7 remember what she was wearing. 


The officer was easily identifiable as an officer. He was wearing a hat. His hat said “SDPD. ” He was in 
full uniform. 


The distance between the officer and the suspect was probably 10 feet. 1 never saw the suspect hit the 
officer with the chain. 

I have never seen him prior to this, but I posted a video, and one of our neighbors responded by saying 
they thought it was the same suspect who vandalized some cars a week prior. 


I obtained the neighbor’s information from 
neighbor’s response received. 


also provided me with a screenshot of the 
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Duds I thmk M'o guy (hit got thot is 
tht 9vno freaking guy tliat posses by 
our homo and fucks up our cars from 
tlv> hoc*. tot week ho by and 
kicked 2 cars and dented them in 
front of my house IjomjMed my car 
my boy toon da and my 

boyfriond nnd the kids at my 
apartments say noy seen hint carry a 
chain and swings h hitting the care at 
our street, and last woek on Thursday 
he broke rny moms boyfrtands 
window and v/aKed away yotting afl 
mad this happened at 5om ..Jhott 
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Detective MURRAY and I met with the neighbor who was identified as, | 
resides at Detective MURRAY obtained a statement from 

Detective MURRAY’S report for details). 


( 
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SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue, San Diego 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 

Event # 18-080013593 _ 

victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Velovich 
#5353 to respond to 4000 National Avenue to investigate a report of an officer involved shooting. I arrived 
on scene at about 1815 hours and met with other members of Homicide Team IV which consisted of 
Detectives B. Sanchez #6610, Travis Demas #6479, Chris Murray #6120 (relief), Maria Delgadillo #5596, 
and me. 


I was assigned to interview witness This interview occurred at • 1 

recorded the interview. This was essentially what^^| told me: 


Interview of 



(witness): 


1 was by the door. 1 was standing and talking I took a glimpse outside. It 

looked like a cop backing up and a guy swinging a chain in the air. That’s when me and^^^^^m 
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looked outside. The cop was saying, “Stop,” repeatedly. The guy was getting closer to him. That’s when he 
shot the guy with the chain. The other officers pulled up right after. 

I don’t remember what the guy was saying with the chains if anything. The officer w'as walking backwards 
while pointing his gun at the suspect. The suspect was swinging the chain in the air like a lasso. The chain 
was getting closer to the officer, and that is when the officer shot him. I heard two shots. 


The suspect was resisting after he was shot. The officers told the suspect to put his hands behind his back. 
He was trying to get up. He was resisting. One officer hit (punched) the suspect. I saw an arm swinging 
down on the suspect. The officer that hit the suspect was not the officer that shot him. This happened when 
the suspect was trying to get up. More officers arrived. They were giving first aid. The firefighters then 
arrived. 


I don’t remember the suspect being handcuffed. This entire incident happened in about 10 seconds. I had a 
clear view from the front of my door. I was on the inside of the door looking outside. The SUV did not 
block the view when the suspect was shot. 

-End of interview 


Reporting Detective Detective Mike Sherbondy _ 

Approved by: Sffit". MU>hjM&Velovich/#5353 


_ I.D. 
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6516 

08-22-2018 
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SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 


DATE (occurrence): August 8, 2018 (Wednesday) 

TIME (occurrence): 1711 Hours 


LOCATION: 


4056 Boston Avenue, San Diego 


SUBJECT: 


664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 


Event# 18-080013593 
Victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Velovich 
#5353 to respond to 4000 National Avenue to investigate a report of an officer involved shooting. I arrived 
on scene at about 1815 hours and met with other members of Homicide Team IV which consisted of 
Detectives B. Sanchez #6610, Travis Demas #6479, Chris Murray #6120 (relief), Maria Delgadillo #5596, 
and me. 


I was assigned to interview witnes 
recorded the interview. This was essentially whai 



|.. This interview occurred at 
told me: 



Interview of 



(witness): 


I was standing at the door. I was looking inside. I heard yelling outside. was looking outside the 

door. was sitting on the couch. gasped. I turned around. I saw the police officer walking 
backwards. I saw the man walking towards the police officer. He was swinging the chain around and at the 
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officer. The police officer kept repeating, “Stop, put it down.” The guy didn’t stop. I came outside. I was 
right at my door. I saw them right at the front of the truck. 

I saw the suspect swing the chain at least once or twice at the officer. The chain was about 3 ’ away from 
the officer but did not hit the officer. The suspect was swinging the chain like it was a lasso. It was not a 
long chain. He was hitting the ground with the chain as well. The officer had his gun out and pointed at the 
suspect. The suspect was yelling at the officer. I don’t know what he was saying. The officer said, “Stop, 
put it down,” about six times during the time frame that I saw them. The officer took about 10 to 15 steps 
back. The suspect was about two steps away from the officer. The officer took another step back and fired. 
The suspect was about 5 to 8 feet away from the officer. I heard two gunshots. 

I had a clear view of the shooting. The shooting happened right in front of the truck. There were no 
obstructions. We saw the officer lire the gun. We saw the suspect fall down. The police car pulled up. The 
suspect was still trying to get up even though he was shot. The officers said stay down. They were trying to 
arrest him. He was still trying to get up. He was screaming like he was in pain. They put handcuffs on him. 
He never got fully up. He wasn’t throwing punches at the officers. He was resisting and trying to stand up. 
He wasn’t attacking. It took all three officers to put the handcuffs on the guy. 

There were two police officers in the car that arrived. There were no other people on our side of the street. 

I saw people on the west side of the street. There were two ladies, a man, and a man on a bicycle. One of 
the ladies said he was on PCP. 

When the medics arrived, the officers tried taking the handcuffs off. The officers got a first aid kit from the 
back of the car. They were trying to help him. They told the suspect don’t move, relax. 

-End of interview 


Reporting Detective Detective Mike Sherbondy _ 

Approved by: S&t. MCcheUe' Velovvch'#5353 
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TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 


4056 Boston Avenue, San Diego 


664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Spccial Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 


Event #18-080013593 
Victim: | 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Velovich 
#5353 to respond to 4000 National Avenue to investigate a report of ari..o^^ : p^olved shooting. I arrived 
on scene at about 1815 hours ittet with other members of Homici<^|l^®fei ^which consisted of 
Detectives B. Sanchez #66103ks>4s Dcmas #6479, Chris Murray #61^.^1|I^Saria Delgadillo #5596, 
and me. 

I was assigned to intervicwwitness^H^H^^^^^^^H. On September 04,2018, Detective T. 

Demas and I interviewed Due to technical difficulties with my 

digital recorder the interview was not recorded. 


At approximately 13:50 hours | 

Interview of! 


| essentially told me the following: 
I (witness): 


On the August 08, 2018 at approximately 5:00pm I was walking my to ^ baseball practice 

at the park down the street. We were walking east on the side walk when we got to the fence line of 4056 
Boston Avenue. I saw a black male holding a machete in his right hand. I believe he was wearing red 
shorts. He was in the middle of the street. He appeared agitated. A who lives at 4056 Boston was 

telling him to stop. 


I looked over towards the front porch of their house and saw another black male on the porch. He 
appeared to be hiding from the male with the machete. Isaw him peak over the porch wall. The guy with 
the machete saw him pecking over the wall and immediately started walking rapidly towards him. 
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When he got to the porch I saw him walk up the steps. I then saw him swing the machete several times at 
the black male who had been hiding. I believe he struck him on his left side. The female kept telling him 
to stop. 

I was scared and kept walking with my granddaughter. I told someone who was driving by to call the 
police. 


-End of interview 


Reporting Detective Detective Izzy Delgadillo _ 

Approved by: Mich£XLe'Velo\ich/#5353 


_ ID. 

Date of this report: 


5596 Homicide Team: IV _ 

09-10-2018 Time: 1414 hours 




DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue, San Diego 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 

Event # 18-080013593 _ 

Victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Velovich 
#5353 to respond to 4000 National Avenue to investigate a report of an officer involved shooting. I 
arrived on scene at about 1815 hours and met with other members of Homicide Team IV which consisted 
of Detectives B. Sanchez #6610, Travis Demas #6479, Chris Murray #6120 (relief), and Maria Delgadillo 
#5596. 


I was assigned to interview witncs^^^^^^^|. This interview occurred at the intersection of 40 th Street 
and Newton Avenue. I recorded the interview. This was essentially what^^^| told me: 

Interview (n 1 1 in } 


I was the driver of the vehicle. I heard the officer yelling. We were parked at 40 ,h and Alpha on the west 
side facing south. I couldn’t make out what was being said. I turned the car around. The first time I saw 
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the officer and suspect, they were in the middle of the intersection at 40 th and Newton. I heard the officer 
tell the suspect multiple times to drop the chain and drop the weapon. The suspect wasn’t listening. 

The officer was walking backwards to the north. The suspect was walking towards the officer. The officer 
had his firearm out and pointed at the suspect. 

The suspect came out of a vehicle. There was a vehicle parked here (referring to 40 th Street, ECL, just 
south of Newton), but it’s not here now. The suspect came out of the vehicle and walked towards the 
officer. The guy had something in his hands. 1 heard someone say, “He has a chain in his hands.” I 
couldn’t sec his hands as we were driving, but he was moving his hands as he was approaching the 
officer. 


I parked on the northeast comer of 40 th and Newton. The cop car blocked my view. I heard about 3 
gunshots. I couldn’t see what happened. I j ust saw the sus pect on the ground. I got out of the car and went 
to the west side of the street with my wife We walked north on 40 th (west curb) from 

Newton. I saw a couple holes in the suspect’s chest. He was bleeding out. He was twitching. The officers 
called the paramedics. 

I saw the officers using gauze on the suspect. The African America lady was next to us. She was yelling. 
She wanted to go to where her boyfriend was. 

-End of interview 


Reporting Detective Detective Mike Sherbondy 


I.D. 6516 Homicide Team: IV 


Date of this report: 


Time: 


Approved by: MCcheZle/ VelovLch/#53 5 3 


08-22-2018 


1000 hours 



DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue, San Diego 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event # 18-080013593 _ 

victim: BHU^^^BBBHBBBIBBBB 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Velovich 
#5353 to respond to 4000 National Avenue to investigate a report of an officer involved shooting. I arrived 
on scene at about 1830 hours and met with other members of Homicide Team IV which consisted of 
Detectives B. Sanchez #6610, M. Sherbondy #6516 (relief), Travis Demas #6479, Maria Delgadillo #5596, 
and me. 


I was assigned to interview witness This interview occurred at the 1100 block of S. 41 st 

Street. I recorded the interview. This was essentially what^^^B told me: 

Interview (witness): 


1 was coming home from work when my^^^^^B friend texted me saying there was a shooting near my 
house. I started seeing Twitter feeds on my phone about the shooting and also saw a video of the shooting 
that a friend recorded I watched the video she sent me and saw the man walking 
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towards the police officer. I did not see exactly what happened in the video f but I sent a message to my 
friend letting her know that I recognized the guy in the video as being the same man who has been recently 
walking down my street holding a large chain and damaging parked vehicles. 


The first time I saw the male with the chain was about two weeks ago during the evening hours. He was 
just walking down the street dragging the chain on the sidewalk and street. He was a dark skinned Black 
male who was tall, skinny and had a shorter style afro. I think he was wearing a muscle shirt with blue 
jeans. 


The second time I saw the same male was about a week ago, either Tuesday or Wednesday. I believe I 
saw him after I got home from work, maybe five or six o’clock in the evening. This time he was walking 
from the park and I heard him yelling while I was inside my residence. I then heard a big boom sound 
come from the street, which caused me to walk out of my front door to see what was happening. As I 
walked out I saw the male use the chain to strike the parked car that was in front of my residence. The 
male then crossed the street and proceeded to kick another p arke d car causing it to sustain a dent. The car 
with the dent belongs to my neighbor who lives in apartment|^ I told my neighbor about what happened, 
but he just ignored it and never made a police report. The male continued walking after kicking a dent in 
my neighbor’s car and proceeded to hit a mirror of a third vehicle causing the mirror to be pushed in. The 
male continued to yell while he walked away after damaging the cars, I’m not sure what he was saying but 
I believe he was under the influence of something due to how he was acting. I told how the 

male had damaged the cars and attempted to follow him but lost sight of him on the next 

street. The male was last seen walking westbound on 4000 Newton Avenue. 


The third time I saw the male walking down my street was on Thursday around five o’clock in the 
morning. I again heard so meone yelling , so I looked out my window that faces the street and saw the same 
male use his hand to hit my father’s vehicle that was parked on the street. The vehicle 

belonging to the father of my^^^^Hsustained a shattered window due to the male hitting it and a police 
report was filed (SDPD Case Victim: I did not see the male holding the 

chain during this incident. 


-End of interview 


Reporting Detective Detective Christopher Murray 
Approved by: VefovccI , v#5353 


I.D. 6120 Homicide Team: IV 

Time: 


Date of this report: 08-22-2018 


1015 hours 



DATE (occurrence): 
TIME (occurrence): 
LOCATION: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue 


SUBJECT: 664/187- Attempt Murder - SDPD Case #18-025268 

OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 

Event # 18-080013593 _ 

Victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 


SUBJECT INTERVIEWED: 


WITNESS INTERVIEW: 




On August 08, 2018, at 1730 hours, I received a phone call from Detective Sergeant M. VELOVICH to 
respond to 4000 National Avenue, San Diego, regarding an Officer Involved Shooting. I arrived at 
approximately 1825 hours and met with other members of Homicide Team IV, which consisted of 
Sergeant VELOVICH, Detective T. DEMAS #6479, Detective I. DELGADILLO #5596, C. 
MURRAY#6120 (relief), and M. SHERBONDY #6516 (relief). 

At 1917 hours, Sergeant A. ALEXANDER #4638 and Sergeant F. WHITE #4435 conducted the briefing. 
After the briefing, Homicide Team IV took over the investigation. 

On August 14, 2018,1 reviewed the communication printouts from the incident. I located a phone number 
and name for a witness who had not yet been interviewed. The witness was identified as 
I called and obtained a statement from The interview was audio recorded and later 

downloaded onto a CDR and impounded at police headquarters under barcode #10918309. 
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(The following paraphrased statement is not to be considered a substitute for listening to the CDR 
containing the entire audio recorded interview) 

Statement of 

I have a video of what happened. I called in to let them laiow that someone had been shot by the police 
officer. The video captures a little bit before the shooting when the suspect was proceeding toward the 
officer. It goes off screen because I didn't want to be in the line offire. It captures after the audible gun 
shots and when the suspect was on the ground. 

The guy was screaming at the officer and there was a lady in the background screaming something, but I 
couldn 7 make out what she was saying. I think the video is about 2 minutes long. 

At this point in the interview and I exchanged emails and phone numbers so I could 

obtain the footage from | phone. 

The suspect approached the officer and the officer told him to stop and drop the chain he had in his hand 
and to follow orders and get on the ground or he was going to shoot him. The suspect kept coming at him 
and saying things, and 1 guess, he didn 7 want to follow orders and the officer shot him twice. The video 
captures all that. 

The suspect was a black male, maybe 5-10 or 6-0, light weight, maybe 110 pounds. He had an afro type of 
hair. I think he had white shorts and he wasn 7 wearing a shirt. He had about a 4 foot long chain. He 
was dragging it and swinging it like he was going to use it on the officer. The officer kept giving him 
commands to drop it and get on the ground. 


1 don 7 know who the female is. I didn 7 recognize her. I just heard her coming from the background. I 
didn 7 really get a picture of her, I just heard her screaming. It isn 7 clear what she is yelling about. 


On August 15, 2018, l obtained the video footage fromj 


The footage was later downloaded onto 


a DVDR and impounded at police headquarters under barcode #10918927. 


Reporting Detective B. Sanchez _ I.D. 

Approved by: Sffitr. MvcTyeXLe^V&Lovix5l r vtf5352 Date of this report: 


6610 Homicide Team: IV 

08/22/2018 Time: 0800 





DATE (occurrence): 
TIME (occurrence): 
LOCATION: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue 


SUBJECT: 664/187- Attempt Murder - SDPD Case #18-025268 

OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 

Event # 18-080013593 _ 

Victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 08, 2018, at 1730 hours, I received a phone call from Detective Sergeant M. VELOVICH to 
respond to 4000 National Avenue, San Diego, regarding an Officer Involved Shooting. I arrived at 
approximately 1825 hours and met with other members of Homicide Team IV, which consisted of 
Sergeant VELOVICH, Detective T. DEMAS #6479, Detective I. DELGADILLO #5596, C. 
MURRAY#6120 (relief), and M. SHERBONDY #6516 (relief). 

At 1917 hours, Sergeant A. ALEXANDER #4638 and Sergeant F. WHITE #4435 conducted the briefing. 
After the briefing, Homicide Team IV took over the investigation. 

located witness resides at My interview with HBH! 

was audio recorded and later downloaded onto a CDR and impounded at police headquarters under 
barcode ##10918309. essentially stated the following about how^ observed the officer involved 

shooting: 
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(The following paraphrased statement is not to he considered a substitute for listening to the CDR 
containing the entire audio recorded interview) 


Statement of 



I was coming from my house. My told me about a man with a gun in the street. I looked 

and I saw the officer with the gun and the guy with a chain. It all happened so fast. By the time I lost the 
vision because of my fence, I heard the shots. I never heard any words exchanged between the officer and 
the guy with the chain. The guy with the chain was swinging the chain around his head. He was walking 
close to the officer. They were walking slowly. 


I didn't get a good look at the suspect. I knew it was a police officer because he was in uniform. I do 
remember hearing an officer telling the suspect to stay down after the shots were fired. I never heard a 
female’s voice. 


I have never seen the suspect before. 


Reporting Detective B. Sanchez 


I.D. 6610 Homicide Team: IV 

Time: 


Approved by: M UdxeJZe/VeIovCch/#5353 


Date of this report: 08/22/2018 


0800 






SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 


DATE (occurrence): August 8, 2018 (Wednesday) 

TIME (occurrence): 1711 Hours 

LOCATION: 4056 Boston Avenue 

SUBJECT: 664/187- Attempt Murder - SDPD Case #18-025268 

OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event # 18-080013593 
victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 


INVESTIGATIVE FOLLOW UP: 


On August 08, 2018, at 1730 hours, I received a phone call from Detective Sergeant M. VELOVICH to 
respond to 4000 National Avenue, San Diego, regarding an Officer Involved Shooting. 1 arrived at 
approximately 1825 hours and met with other members of Homicide Team IV, which consisted of 
Sergeant VELOVICH, Detective B. SANCHEZ #6610, Detective I. DELGADILLO #5596, C. 
MURRAY#6120 (relief), and M. SHERBONDY #6516 (relief). 


At 1917 hours, Sergeant A. ALEXANDER #4638 and Sergeant F. WHITE #4435 conducted the briefing. 
After the briefing, Homicide Team IV took over the investigation. 


On August 21, 2018, Detective Delgadillo and I conducted a follow up investigation at 


Hto speak with !■■■■■ and ■■■■■■ Upon arrival at the location, we spoke with an 
unknow n male (did not provide his information) who was outside the residence. I asked if 
■ML'Vcrc home and he told me they both just left for work. I asked if there was a way I could contact 
them and he told me no. I left my business card with the unknown male and he said he would provide it 
to them. 


On September 4, 2 018, Detective Delgadillo and I went back to again to speak with 

imm I knocked on the security gate of the residence and an unknown male ca me to th e 
doonlle did not open the security gate so I could not see who I was talking with. I asked if ^^Hor 
MM were home and he told me no. I took out a business card and the male slightly opened the security 
gate and I was able to slide my card to the male. He told me he would provide them my card. 

I later put andin the Officer Notification System to be notified to they are contacted. 

As of October 31, 2018,1 have not spoken with 

Reporting Detective T. Dcmas _ I.D. 6479 Homicide Team: IV 

Approved by 5^. I.D._5353_Date_11-07-2018_Time_1430_ 
















DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue, San Diego 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case # 18-025269 
Event # 18-080013593 _ 

Victim: PHHHHHHHHHI^^^^^^^^^Hi 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. Velovich 
#5353 to respond to 4000 National Avenue to investigate a report of an officer involved shooting. I arrived 
on scene at about 1815 hours and met with other members of Homicide Team IV which consisted of 
Detectives B. Sanchez #6610, Travis Demas #6479, Chris Murray #6120 (relief), Maria Delgadillo #5596, 
and me. 


I was assigned to interview witness HHHIHI 
recorded the interview. This was essentially whatj 


This interview occurred at | 
HI told me: 


Interview of I 


(witness): 


I just got home from work and changed. Me and my^^^^| were talking inside the house. We heard 
commotion and yelling outside. We went out to the front porch. 1 saw a scuffle in the driveway of my next 
door neighbor (to the west). 
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I saw the tall, aggressive guy. I heard him yelling and screaming. There was something going on on the 
ground. I could see him bending over. I could not see the other guy. I was looking over my fence. I guess 
the other guy was on the ground. I saw the neighbor. She was trying to bear hug him to get him to stop 
fighting. It didn’t work. There was a lot of yelling by other folks trying to stop the fight. I don’t know who 
the others were. The female lives at the house. 

1 did see a real aggressive motion. I could see blood. The guy was chopping. He was chopping at the guy. 

He was saying, “I’m gonna fuck you up.” The other guy kept saying, “Stop.” It was really fast. He did it a 
few times. I saw the other guy inn out into the street. He had blood all over his face, chest, and anns. 

That’s the first time I saw him. They were all black males or females over there. The guy that ran out to the 
street was shorter. 

The incident I saw happened in the driveway kind of in the middle between the house and street. I never 
saw what he had in his hand, but it was something. The gentleman that ran out was asking for a towel. 
People were trying to help him. The aggressive guy ran to the backyard. He was screaming and cussing. 

The female was trying to stop him. She said, “The police are coming.” He said, “I don’t care.” 

I could hear him throwing stuff around and kicking stuff. I looked towards the back and saw something get 
chucked up in the air. He kept yelling, “Where are my chains?” He ran out with the chains in hand. 
Somebody helped the guy (referring to the victim) go across the street. Initially, he was sitting on the north 
side of the street in a chair someone had brought for him. He was in the street in front of the driveway. 
Someone then helped him go across the street (south side). They were pouring water on his head. 

Somebody called for an ambulance. 

The guy with the chains ran out. The female was with him. He was running around and moving the chains 
in an ‘X’ motion. He was saying, “Who’s gonna do anything to me?” When he made it down the street, I 
don’t know where he went after that. I don’t know what started this. The girl kept saying, “the police are 
coming” and “stop.” 

I didn’t know where the suspect “chucked” whatever he had. The officers found it on their roof not mine. 
The guy had been acting crazy for a couple weeks now. He was always hitting stuff with the chains. It 
drove us nuts. It has been going on for weeks. Every time he was getting angry, the chains would come 
out. He always seemed to be high on something. 

He doesn’t live here. He showed up here not too long ago. A brother and sister live in the house. It used to 
be owned by the girl’s mother. It’s in a trust now. We’ve lived here for 20 years. The brother was at the 
house when this happened even though he’ll probably say he wasn’t. 

The aggressor was very against police. He would always say, “When they come and get me this is what 
I’m gomia do.” He’d then swing the chains. 

-End of interview 

Reporting Detective Detective Mike Sherbondy _ I.D. 6516 Homicide Team: IV _ 

Approved by: M LeheU&Velt>vCch'#5353 Date of this report: 08-21-18 _ Time: 1112 hours 




DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 


4056 Boston Avenue, San Diego 


664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 


Event#18-080013593 
Victim: L 

Officer: PITTS, Corey #7564 
Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 



WITNESS INTERVIEW: 


On August 8, 2018 at about 1730 hours, I received a phone call from Detective Sergeant M. 
Velovich #5353 to respond to 4000 National Avenue to investigate a report of an officer 
involved shooting. I arrived on scene at about 1815 hours and met with other members of 
Homicide Team IV which consisted of Detectives B. Sanchez #6610, Travis Demas #6479, 
Chris Murray #6120 (relief), B. Sanchez #6610, and me. After the Homicide Brief 
Homicide Team IV took over the investigation. 


During the course of our investigation we learned that Vaughn Denham had attacked | 

withji machete. On August 14, 2018 Detective Sergeant Velovich asked me to call 
I, who was one of the reporting parties of the assault. 




essentially told me the following: 


Interview' of 



(witness): 


I live in Columbus, Ohio. I’ve been in Sa n Diego for about a week and a half visiting my 

I was in the house playing video games when I 
heard people yelling. There are camera’s that look out into the front of the house, so I 
looked at the camera's video to see what was going on outside. It looked like they were 
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fighting over there (4056 Boston Avenue). 1 visit frequently and known that the police are 
always there. 

I went outside and saw Vaughn with a machete. I saw the guy that got injured on 

the ground. I don’t know his name. I didn ’t see Vaughn actually swing the machete. I saw 
when Vaughn had the machete pressed against the victim’s head. 

Everyone was yelling trying to get the machete away from Vaughn. Vaughn’s girlfriend 
was socking him trying to get the machete out of his hand. Everybody was hitting him 
trying to get the machete away from him. He was on the drugs they use over there. He 
was not in his right mind. I’m not sure how they got the machete away from him. 

The guy that was injured got up off the ground. When I saw that he was bleeding pretty 
badly I called the ambulance. 

Vaughn had gone into the house. He came out with a kitchen knife. I don’t know how they 
got the knife away from him. I heard him say, “Give me my chain. ” I don 't know why, but 
they gave him his chain. It’s a big chain. He has swung that chain at the neighbors before. 

\ r 

After he got the chain he went towards 40 th where he made a right, and headed towards 
National Ave, where I lost sight of him. That’s when I heard the two gun shots. I didn’t 
see the police shoot him. 

I ran up the hill and saw the police putting the EMTpatches over the bullet wound to stop 
the bleeding until the medics could get there. They were trying to help him. 

On the day of the incident I believe Vaughn was wearing blue shorts. They might have 
been jean shorts. I don't think he was wearing a shirt. 

I don’t recall if there was any arguing before the machete attack. I don’t know what lead 
to it. The story in the neighborhood is that the victim and Vaughn were getting 

along with each other throughout the day. Vaughn had supposedly smoked PCP with a 12 
year old boy and that’s when he went crazy. 

I’m staying at They have the ring doorbell camera. I have looked 

through the video and it did not capture the machete attack. I believe the attack happened 
in their front yard. The image becomes distorted if you try to zoom 

to their house. 
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WKHKBtBUKBKKKKKM’ was h° me during the incident, but was sleeping 
in^froom and did not see anything. 

I can view the video through and App on my phone but I am not sure how lean provide a 
copy of the video to you . I am going to call the company directly and find out how to 
provide you with a copy of the video. 

-End of interview 

I provide d with my conta ct information. On August 21, 2018 who 

resides at and is the actual owner of the camera equipment ensiled 

me the video footage. 1 reviewed the footage and confirmed the machete attack was not 
captured. I made a copy of the footage and impounded at SDPD Headquarters on 
#10918650. 


( 



Reporting Detective Sergeant Michelle Velovich 
Approved by: MuA\&lle/VehjvUAv#5353 


_ I.D. 

Date of this report: 


5353 Homicide Team: IV 

08-29-2018 Time: 1045 hrs 
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SAN DIEGO POLICE DEPARTMENT 

HOMICIDE SCENE ROSTER/SUMMARY REPORT 


ation: / & 2 


Suspect(s):. 


_ < l^Gj3@) _ Date: Time:_ 

JME 


Beat 




IWGt&ENT NUMBER: 



Victim(s): 





SCENE CONTAINMENT, PROTECT EVIDENCE. TIME PERIMETER ESTABLISHED / HRS. 
INSURE SCENE IS LARGE ENOUGH (CONSIDER ESCAPE ROUTE OF SUSPECT). 

NEIGHBORHOOD CHECK. 

IDENTIFY, ISOLATE AND INTERVIEW ALL WITNESSES. 

DOCUMENT WITNESS SEARCH. 

ATTEMPT TO IDENTIFY THE SUSPECT. 

BROADCAST ALL UNITS IF NECESSARY 

CONDUCT A FOLLOW UP INVESTIGATION WHENEVER POSSIBLE. 

RECORD ALL LICENSE PLATES IN SCENE AREA. 

PREPARE A LIST OF KEY WITNESSES TO DISCUSS DURING HOMICIDE BRIEFING. 

REVIEW AND APPROVE ALL REPORTS FROM PATROL OFFICERS AT SCENE (HEADING ON REPORTS). 
COMPLETE THE HOMICIDE ROSTER REPORT FORM. 


OFFICER/UNITS ON SCENE: 

7 S _ 

3 . & 3 / 7 -/^ 

OFFICER’S ENTERING SCENE-v 

1. J 


5 . 
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3 . 

4 . 

5 . 

6 . 

7 . 

8 . 
9 . 


12. 

13 . 

14. 

15. 


C- IQtlA'i? 

jc 




PD-187-HO (3-96) |||| ||| || || | || || 

6C1187 













































































































































2 ._ 

3 . _ 

4. _ 

5 . _ 

6 . _ 

7. _ 

8 . _ 

9 ._ 

NARRATIVE 


SGT / LT 


ID# 

















































































MAJOR CRIME BRIEFING SCRIPT 
(Homicide, Robbery, Sex Crimes, Child Abuse Units) 


Date: ^ ‘ / f Briefing Start Time: / ^ ls'* Briefing End Time: 


mo 


Briefing Sergeant (Name/ID/Unit #): 

Reporting Party: 

Name: 

Address: 

Phone #: 





Time of call: n /* _ Entered into dispatch: 111 % _Dispatched: / 7 

hicident number: _ 1 ^0^0 ^ % _Original call type: RC _ 

Location:_ Service Area: H' O - 

Weather conditions: 


C J /Wtl y_ _ Approximate Temperature: /'7/3 


First Officer(s) arrived on scene at 

Officer_ Cj'C -*'-j f cfo 

Officer_ 

Officer_ 

Officer 


IM 


hours 


id# nf7a<f unit# 

ID#_Unit#_ 

ID #_Unit #_ 

ID # Unit # 


OTHER ACENCIES/SPECIALIZED UNITS (I.E. SWAT. MAST) INVOLVED: 

uk 


(REV 07/18) 
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Suspect Information 

Suspect #1: 


Name: '//K/t-tfM D CN 


DOB: \0- 
Address: 



Race: [V Sex: * M Ht. Wt. f (o<=> 


Phone: 


Brief Statement:_ S ^ ^ ^ CT ~~ 

- f.'^c f?v- l&Z nrciSs^~~ I po 

6/ ^5 (V '«-*/ ~ fv^ 

cf- i- 


Current Location: 

With Officer:_ 

Suspect vehicle: 


\JtbD 


7lcO Unit: 4?iy > 

Location: 


Suspect #2: 

Name:_ 

DOB:_Race:_Sex:_Ht._Wt. 

Address:_ 

Phone:_ 

Brief Statement: _ 


Current Location:_ 

With Officer:_Unit: _ 

Suspect vehicle: _Location: 


(REV 07/18) 
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Witness Information: 

Witness #1: 



Current Location: 
With Officer: 


4p/ ^ 


Unit: 


73tt 


Witness #2: 
Name: 

DOB: 

Address 

Phone: 

Brief Statement: 



VTfMpQ ffcJT fV P*bN€ 


Current Location:_ D/O J ft _ 

With Officer: _Unit: £!}-? p- 

~) 1 ^ 


(REV 07/18) 
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Phone: 

Brief Statement: 

,)Tj 


TN 


/jzotoefi & 


p<u/u.gl /A</Sr / /-knvu) ycfLcxX) 


_ _ _ _ _ _ /W AaJ r 1 

/Tfrjy, ^ ' hkdf&lr U<* oH-JT 


Skf&sC, Srfrf- &^r qo-"y:[ b4.pl- Ay^ S 

A.~Lg/to^ L c-U/U/Q orb, * f>lr(<uy jA 


qA 



Current Location: 

With Officer:_ 6Y2-S j A- 


Witness #4: 


Unit: 


"574»S 


<#$•< 3 . 




(REV 07/18) 




































J^f* QjiprOtO'h xf w» ii/ty ' SL-j cAv;*f ^ Optics*-*/ 

jc^ft PaJ”'**) h b ] A(-ks 4u/ "C cJ^^4 SUjl //c Ae^co 

/?(o /A~- £*/f" ^e^/J 5^-°^- 




^7Uo 






Name: 
DOB: 
Address:] 

Phone: 



Brief Statement: / btocL $ M — c 

__ Cm faf f 

<jfo^ .1, /X.- f J<. - /iatf J /hbofc*, tCf' W*A - 

^ <^»L- At o*-~ /" ^ <J<- —a y . 


Current Location: ^6 ^ _ 

With Officer:_ r iva a t , £. ■ _Unit: 8 HZ A 

£6? ? 


Witness # 



Phone 


Brief Statement: 


LA l 


C (-Wi - fp 


feuv - o(-f< Lp 




y irj t-sf X--I ' I-Um/H vf-fak d 


T 0 -*^ ^sf. -^ q ( P/C-^ - k<i>~r) p ~ A/x 


ISA- 


*Xa’ sfvp , 




as: 


£ 


or/ <jf& s 


~nzZxT 


h=s. izaA 




t 


-i- - 7 - +L-, -.- —. - 

4. >. _ ri _ c i _ /is A _ cX*? __ fAs_ ^ *»•<.<) _ /O _ ^ 

SuJhL r ' L ~ ^ tr U - J w r r--/./>, £ 


Xj^ 


A A- rofj f-ufe «,-h *.-**>* YU(-S‘ 

J do Mil 




fcr - o 


Current Location:_ 

With Officer: f)-p [^m^V _Unit:_ $ H 
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f \ 
V.. > 






Phone: 

Brief Statement: 


^.i/- ^ [.Lf- ^ 


fj <?At-D C 0 (AtS-oTlelJ " iQbkjJ foWS 


ri f-0 V if \eJ I"fa f<sf ^ 

— L. I ^ [asyAj^cj jL* J f l-du/ l) 

fl* tA C ux**-e—> <5 


K<iA gk 




c»A 


^ .CtmfS^'V 6' C 


Current Location: 
With Officer: 






Unit: 


g ?6 pr>- 



Phone: 


Brief Statement: 


v * qqSV/*-o!-'<>* ~ S\.—' S^ffU.cJ' A r 

its I Z ol-l-'O/S ' A J>f' - <5m'Af *1 il 4 oJ' CctJ/jd 

J) & 6uf~ oJA)rt f , 


Current Location:_ 

With Officer: . 


MO I^TljghJ 6 ^ _ 

C «-cn/ 7 -ul-er^ iMo?^ nit: _ KMMra- 
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INITIAL OBSERVATIONS: (Briefly describe scene including victim location) 

pr^CrCiru Scene Vofc ton* ~ £w>fecf o^e A/, a ft-'us 

/Vff^cM'L^ nlllCs- Co^//b-c/fVP //Qf| S' ^ - r^3 fri- 

\yJts(S(^. yg(f 7 fto^> (g> <; c-e-^ c/- ofs ^ ®'^ rSL/ ^ eyK '- t ^ 

l<c> (<i f~*-^ "fo I /fL'rlo L <1 '-~ e '<i fi&ti -a wXv.j 3L c t//'* <s-t) 

0 M SfQAVjg - 


PRELIMINARY INVESTIGATION : (Brief summary of incident) 

W Ao •»- ct -£- <^ic><k- A«fy -4/fr/-rc 4- 7 s~ fc Y 


4. 


^ ; 2- 


C <*<■ **--< 


(jrieP-y^ J~-4 Ajr < 6 <h <;pyu4 


\<r 

h^> 'L fa. WhJ 2- <Ue>faL - /far fa// 7 ^/ 7bAS o 1 JV 7 

fcfT^ Tb £€ «-/ fVc jf LffoSt' 8f-kuJ f^y (**)**& . ST 


Q.'WIU 

~H l/-i A~.T73.vfl- (/ 

ff fat 


P- / tyjjnASS e C M'Crl&j j^ST^ fa jT 

/ 4 7a°i (m V^zj.) LUFtJf w/ ~h* 

•■ fa; <U-A e ,) S-koohu, N <; 




11 _ =e£ _ fh fputd. _ tv i rtvc?u e* _ f4x*f _ Mw-J y&lC^ 

aa*.U ccm Jr CJaj* C 


Ph's '*'}*>-/ (S >(JcsD 
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EVIDENCE: 


clinJiJ ' oh (0oo -S 


l/S'i 


or {uuu ^ - _ f ,u " 

'\JY$<z/ oi' ‘•'fly - fa') (too T ‘fo 1 ^ U- V/yz^ 

fp as - frzj*jjt<L of- M j _ 

yil.3<k? wj 

rc-ioj 


Ul <i\.^l~ 1 OQ b (■ 






f"cA 


-K^- 


uA- 


-Jii 


O'*. 


4-U 


k l~<v 




H^J-v,5 d'fl' 


Medics on Scene: 

Paramedic Unit #_ 
Engine Co #_ 


to 


U- 


Transported the victim(s) to: 
Paramedic #1 P l I 




Paramedic #2 

\r 

Paramedic #3 


y e r<G^ jJitf Uy 


Y-^f\ h,* /N-S Oo\ 


Kr *To mXo P /Wt<, 


a 


?iWt . A - (jrUn .. - 

y<.'j t 


6^' 


ID# fi^7Z l^ 

ID# firh> jto 7 ^_ 
TBW ~£/V o^ 7k3~ 

b 72Jr 


ucs^ 


ID# 

ID# 

ID# 

ID# 

ID# 


^21773 
fM 3 177 


BVVC: 

Officer:_ID# 

Officer:_ID# 

Officer:_ID# 

Officer:_ID# 

Officer:_ID# 

Officer:_ID# 

Officer:_ID# 

Officer:_ ID# 
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CONTINUED: □ ARR./JUV.CON. 


SAN DIEGO REGIONAL 
OFFICER’S REPORT 
NARRATIVE 




FROM □ CRIME 

1 N □ OTHER 

PAGE 

/ OF C^~ 

CASE NUMBER 

CO-^ SECTION AND DESCRIPTION (ONE INCIDENT ONLY) 

<oOf //£T7 Arn^s^r nw<Lf3tS ~ 

MONTH 

o*23 

DAY 

O^j 

YEAR 

DAY OF WEEK 

14 &> 

TIME 

1*7/3 

LOCATION OF INCIDENT (OR ADDRksS) CITY 

Wo 

DISTRICT 

PERSON(S) INVOLVED: VICTIM 

SUSPECT (IF NAMED) 

PROPERTY TAG NO. (S) 


Scer^e ”/ 
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..V4^k.£H . laAS CiroTa TUif gcoP * /o 3£) ..BoSTfrv' 

.A.O.....X.....Bc^.^..Cslo2. D.(74L . Q. . CQTZ...A 9r6.QQ.tAL<..f.., 
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REPORTING OFFICER 

I.D. # 

DIVISION 

APPROVED BY: 


MONTH 

DAY 

YEAR 

Al^4^0<S)<L 

A3£ 

SG.-2 


DATE OF 
REPORT: 

o8 

08 

'A 


ES^- 
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CASE NUMBER: 


<P- OF <3" 


j^rK T|fc~ UU3P&Z ^.n.6 . /u,o 

..L^.^.M^O. 'XUfe 3..WooO^. . JL . Xf£\S!ir^b . 

V 5 ! Ua) ^ 70t>b ^le iiNj (Tr^L 
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SAN DIEGO REGIONAL 
ADDITIONAL VICTIMS AND/OR WITNESSES 

































cam mcrn dcciomai 

INCIDENT NUMBER 

18080013513 

CONTINUED FROM ’J’ 'dT. ' 

crime OFFICER S REPORT 

PAGE 

1 of 1 

CASE NUMBER 

00000000 

CODE SECTION AND DESCRIPTION DATE DAY OF WEEK 

PC / 245A1 / ASSAULT W/DEADLY WEAPON OTHER THAN FIREARM OR GBI FORCE 08/08/2018 Wednesday 

TIME 

17:13 

LOCATION OF INCIDENT (OR ADDRESS) 

4036 BOSTON AV 

CITY BEAT 

SAN DIEGO 442 

IPERSONfSHNVOLVED: VICTIM 

1 SUSPECT (IF NAMED) 

DENHAM, VAUGHN 

Body Camera: 

Body Camera Evidence Collected 



OFFICER’S STATEMENT: 


On 08-08-2018, at approximately 1718 hours, Officer Hamilton #7339 and I were on duty, in full police 
uniform, and in a marked patrol vehicle when we responded to a radio call of an assault with a deadly 
weapon located at 4036 Boston Avenue. During the event, shots were fired and we responded using lights 
and sirens from 5000 Logan Avenue. Upon our arrival, Officers on scene requested to have South 40 !h 
Street and National Avenue to be blocked to prevent traffic from going into the scene. I then placed our 
patrol vehicle at the mentioned location. We exited our patrol vehicle and Officer Pitts #7564 requested us to 
secure his patrol vehicle, which was located at approximately 1100 South 40 th Street. 

I attempted to locate the victim when Officer Pitts aired that he had dropped his taser in the middle of the 
street. I then located Officer Pitts' taser in the middle of the street in front of approximately 1156 South 40 th 
Street. I saw an unidentified citizen approach the taser and I ordered him to get away from it. I then 
remained near the taser to preserve it and prevent the public from tampering with it. I then placed police 
"ape on the north curb line of the intersection of South 40 th Street and Boston Avenue. I also placed police 
ape on the north alley of 4000 Boston Avenue and South 40 th Street. 

I remained near the taser and the post locatecyjMh^iortJ^lle^DMOOC^oston Avenue and South 40 th 
Street when I located a witnes s, identified as who provided me with a 

statement (please see below).^^^^^^^Hwas a Spanish speaker &^|lived at 

After interviewing I remained on my post until Officer Cortez relieved me on 08-09-2018, at 

approximately 0045 hours. I then cleared from the scene. I am a certified bilingual speaker (Spanish and 
English) through the City of San Diego. 


Statemen t Wilni | 

(Translated from Spanish to English & Paraphrased) 

I was inside my house when I heard a lot of yelling in the street. I saw, what appeared to be, a black 
male or female with a ripped shirt at the corner of South 40 th Street and Boston Avenue. I saw the 
Officer in front of the house. The black male then began to chase the Officer as the Officer walked 
backwards. I then saw the male or female chase after the Officer on South 40 th Street. The Officer 
was walking backwards. I didn’t see much after that, but then I heard about three gunshots up the 
street near National Avenue (END OF STATEMENT). 


APPROVED BY: Sgt. Alexander #4638 


TIME 

01:57 


REPORTING OFFICER 

LUIS AYALA _ 

(Revised 09/2013 Electronic) 


DIVISION 

SE2 


AGENCY 

SDPD 


DATE OF REPORT 

8/9/2018 




























g ^Aj/ ASE ADDITIONS 
fP] CASE DELETIONS 
[~C] CASE CHANGES 


SAN DIEGO REGIONAL 
ADDITIONAL VICTIMS AND/OR WITNESSES 
AND/OR OTHER PEOPLE ASSOCIATED WITH THE CRIME 


PAGE 

CASE NUMBER 

1 0. 

l&OftCrD \1>S°\3 



WITNESS 

TYPE: 


01 Arresling Officer 

06 Other Lay witness 

12 Other Expen 

1 3 Investigator 

RACE 

A = OTHER ASIAN 

D = CAMBOOIAN 

H . HISPANIC 

K . KOREAN 

P . PACIFIC 

U - HAWAIIAN 

2 • ASIAN 

STATUS: 

COOE 

B = BLACK 

F = FILIPINO 

1- INDIAN 

L * LAOTIAN 

ISLANDER 

V - VIETNAMESE 

INDIAN 


LEGEND 

C = CHINESE 

G = GUAMANIAN 

J = JAPANESE 

0 - OTHER 

S * SAMOAN 

W « WHITE 




U ■ Unemployed 
S • Student 

N - Non-Salaried Work 


REEQRTING OFFICER 
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INCIDENT NUMBER 

18080013593 

CONTINUED FROM 

crime OFFICER S REPORT 

PAGE 

1 of 1 

CASE NUMBER 

00000000 

CODE SECTION AND DESCRIPTION DATE DAY OF WEEK 

PC / 245a1 / ASSAULT W/DEADLY WEAPON OTHER THAN FIREARM OR GBI FORCE 08/08/2018 Wednesday 

TIME 

17:13 

LOCATION OF INCIDENT (OR ADDRESS) 

4036 BOSTON AV 

CITY BEAT 

SAN DIEGO 442 

SUSPECT (IF NAMED) 

Denham, Vaughn 

Body Camera: 

Body Camera Evidence Collected 



OFFICER’S STATEMENT: 

On 08/08/18, at approximately 1715 hours, I was in full police uniform and driving a marked patrol vehicle 
when I was dispatched to assist In the investigation of a person who had been hit in the head with a 
machete at 4036 Boston Avenue, San Diego, CA 92113. 

While driving to the scene, officers announced “shots fired,” over the radio. I parked my patrol vehicle at the 
intersection of 40 th Street and National Avenue. I ran down to where the suspect (later identified as Vaughn 
Denham) was being given first aid by Officers Langley #7523 and Iwatsuru #7129. I assisted in providing 
first aid until medics arrived. 

I accompanied the medics in AMR ambulance #10. Medics Paul Maxwell #2240, Corbin Marion #E097402, 
and Firefighters James Mcallaster#P10503 and Romero Marco #306080 from San Diego Fire Dept. #19 
treated Denham while we drove to the hospital. 

/hen we ar rived at UCSD Hospital, Denham was treated by Dr. Costantini under Medical Record 
#■■■■ At 1945 hours, Dr. Costantini pronounced Denham dead. The attending medical personnel 
removed a bullet from Denham’s body. I maintained custody of the bullet and of Denham’s body until I was 
relieved at UCSD Hospital by Detective Sanchez #6610. I turned custody of the bullet over to him. 

Approved By: Sgt. Alexander #4638 
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CODE SECTION AND DESCRIPTION DATE DAY OF WEEK 

PC / 245A1 / ASSAULT W/DEADLY WEAPON OTHER THAN FIREARM OR GBI FORCE 08/08/2018 Wednesday 

TIME 

17:13 

LOCATION OF INCIDENT (OR ADDRESS) 

4036 BOSTON AV 

CITY BEAT 

SAN DIEGO 442 

^ERSONfSHNVOLVED: VICTIM 

SUSPECT {IF NAMED) 

[Denham, Vaughn 

Body Camera: 

Body Camera Evidence Collected 



OFFICER’S STATEMENT: 

On 08-08-2018, at approximately 1715 hours Officer Ayala #7158 and I responded to the 4000 block of 
National Avenue to assist of a report of a firearm being dishcarged while officers were investigating an 
assault with a deadly weapon involving a machete and a chain. 

We arrived on scene and I was advised to secure Officer Pitts patrol vehicle at 4000 Boston Avenue. While I 
was in route to his vehicle, Officer Pitts advised over the radio that the victim was still located in front of 4051 
Boston Avenue. I drove Officer Pitts’ vehicle to the previously mentioned address and located a black male 
laying on his back on the sidewalk. He appeared to have multiple injuries and was bleeding from his left arm 
and from the top of his head. The victim had an approximately 3 14 a Jaceratiot^p the top of his head and 
superficial cuts to this chest. The victim advised me his name was^^^^^Hand that he was attacked 
with a machete. I applied paper towels to the wounds I could see on[i^^|body. 

SHfltold me the suspect w as brea king windows in the backyard and then slashed at him with a machete. 

he suspect who slashed at|H was a family friend na med “V an”. Virgil described him as a black male, in 
his 50’s, approximately 6’2 in height with long black hair.^^Btoldmehe was the one that the officers were 
shooting at though he didn’t see the officers shooting. Based on^^^disoriented state of mind while on 
scene I paused my questioning. 

Paramedic unit 11 arrived on sc ene an d provided medical aid to Virgil. Medic 11 transported Virgil to UCSD 
and Uode in the ambulance withl^^l We arrived at the hospital and I gathered a more detailed statement 
from^^H a fter the medical stabilized him.|^Uprovided me the following statement. 

Statement (Victim) 

WKMessentially told me: 

I was inside the house sleeping. I heard some screaming coming from the backyard so I woke up and 
walked outside. I saw Van, I think that’s how you say his name, outside breaking the car windows in 
the backyard with a chain. I don’t him that well. This was the first day I met him. I walked out and 
confronted him. I told him he can’t be doing that and to put the chain down. He started swinging the 
chain at me. He swung at me about 15 times but I was able to dodge all the swings. While he was 
swinging the chain he was saying he was going to kill me. He kept saying it over and over again. 

I guess he got tired of swinging the chain and found a machete (Approximately 12” inches in length 
with no handle) by the tools in the backyard. Van started kicking the fence by the alley and was 
breaking down the fence. I really started to yell at him but I gave up and went to the front yard to sit 
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down. I could hear^^^l V an's girlf riend, telling him to stop doing what he was doing because she 
knew he couldn't beat me up.l^^Hwas tel,in 9 him to stop and to put the machete up Van was 
saying “I’m going to kill him" and I knew he was talking about me. I started laughing at him and I 
continued to walk out to the front yard. 

While I was sitting out front in a chair, he came up in front of me. I told him not to do anything stupid 
and he said “I’m going to kill you” and hit me with the machete in my head. Then he kept swinging it 
at me when I got up and stepped sideways to get away. He must have swung it about 15 times and 
hit me about 4 to 5 times. While he was swinging the machete he said he was going to beat my ass 
and kill me. He said there were people riding around looking for me and he was going help them out 
by killing me. He said that about 15 times. The blood from head got in my eyes so I just rushed him 
and tackled him. I pinned him to the ground until the cops got there. Some people in the 
neighborhood tried to help me but they weren’t strong enough to hold him. 

Van ran back to the backyard with the machete and I just laid on the ground. ^^|was with him and 
they ended up walking west towards 40 th street. Within a couple minutes I heard the gunfire. I didn’t 
see the cops shoot him but I heard the sirens and then gunshots. I just figured it was them shooting at 
him. The machete should be in the back yard. I didn’t see him walking down the street with it. I didn’t 
do anything to him, he attacked me. I just defended myself. 

After speaking with^^H tool^hotographs of his injuries. I informed Sergeant Alexander #4638 that the 
hospital staffed consideredHBHinjunes to be no- life threatening and they would be keeping him under 
observation. I waited with ^room 5 27 A u ntil Detective Sanchez #6610 arrived at the hospital. After 
Detective Sanchez finished speaking with^^l he advised me I was relieved and could return to 
Southeastern at approximately 0015 hours. 

EVIDENCE: 


I impounded an original CD under the barcode number 10913840 at the Southeastern Substation and 
provided a copy of my A-9 and a copy of the CD to Homicide Team 4. 

Approved by: Sergeant White #6187 
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LOCATION OF INCIDENT (OR ADDRESS) 

4036 BOSTON AV 


Body Camera: 

Body Camera Evidence Collected 
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TIME 
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OFFICER’S NARRATIVE: 


On 08/08/2018 at approximately 1740 hours, Officer J .Rocha and I, responded to the intersection of 40 th 
and Boston Avenue to assist officers on scene. 

I arrived on scene and relieved a San Diego Police K-9 Officer that located a possible witness to the 
incident. 


I identified the witness as 
incident that occurred near the 4000 block of Boston Avenue, 
statement: 


asked ^^^|if^B/vitness the 
gave me the following paraphrased 


STATEMENT OF> 


witness 


stated he lived on walking^Jdog from the Southcrest Co mmu nity 

Park, heading westbound on BostorMvenue.^^^Bsaw a confrontationgoinaornr^he street. BH 
recognized the two black males. identified the suspect as And the victim as 

Keith “Von" Denim. 


mBsaw a femal^neighbor from across the street of H residence. The neighbor was on the phone with 
■^^alling for help.^^Bl saw Denim layinc^n the street with visible injuries on his upper torso and head. 
BBIBdescribed the injuries as slashes. ^^Jstated that^Monly heard Denim asking for cold water. 

stated^Bdid not consider ^^^|a witness and wanted to leave. 


END OF STATEMENT 


BWC 


Approved By: Sgt. Alexander #4638 
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CODE SECTION AND DESCRIPTION 

PC / 245A / ASSAULT WITH A DEADLY WEAPON OR BY FORCE 

DATE 

08/09/2018 

DAY OF WEEK 

Thursday 

TIME 

00:00 

LOCATION OF INCIDENT (OR ADDRESS) 



CITY 


BEAT 

4036 BOSTON AV 



SAN DIEGO 


442 

Body Camera: 






No Body Camera Evidence Collected 







OFFICER STATEMENT: 


On 08/09/2018, at approximately 0315 hours I was dispatched to relieve Officer G. Ulovec #6767 who was 
securing a perimeter post at 40 th Ave and Newton Street, San Diego CA. I was in full police uniform and 
driving a marked patrol vehicle. I arrived on scene at approximately 0327. I maintained the perimeter until 
the scene was opened at 0544 hours. I stayed at the scene securing patrol vehicles and the Command Post 
until I was relieved by Officer Patrick Harvey #7093 and Officer Kathrine Esparza #7752 at 0701 hours. 


Approved By: A/Sgt. D. Burow #5268 
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spoke with 
spoke with 


wasn’t home earlier, 
and took Hstatement. 


Paraphrased Statement of 



( Witness): 


M— iwas walki ng down 40 th street to go tiome (east side of street). a squad car 

pull over.^^^^lsaw a guy (suspect) “rushing” an officer with what looked like a “chain”. A lady 
was running after the suspect telling him to stop The offiC-er was in his car and then got out. 

The officer told the suspect to stop and the guy didn’t listen. The suspect tried to “rush” the officer. 
The officer told him to stop again. The suspect swung twice at the police vehicle with the chain. The 
officer shot the suspect with a stun gun but “it ckln’t affect him". The suspect didn’t go down. It 
appeared the suspect still had the chain in his hand after the officer tried to use his taser. 


It looked like the officer dropped the stun gun on the ground. The officer backed up and was telling 
the suspect to stop. The suspecDcept walking toward the officer. The officer kept backing up. The 
suspect “wouldn’t stop”.then heard two shots when the officer and suspect were out of 
sight. 


saidhewas about twenty yards away from the officer and suspect when the incident 
happened.^^^Hwas on the east side of the street and the incident happened in the road. 


■■HBdescribed the suspect as a black male without a shirf^attoos on his chest/stomach, 
dreadlock looking hair, black pants or shorts, and a goatee. ^^^^Hthinks^lcould recognize the 
suspect ifHsaw him gain. 


At 


|, I spoke with 



did not hear or see anything. 


There was no answer at 





I spoke with 



saw cops outside and 


saw a guy bleeding 


I also assisted with maintaining a perimeter position at 40 th Street and Boston Avenue until relieved by 
Officer McPartland #6445 and Officer Gutierrez #6213. 
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Approved by: Sgt. Alexander #4638 
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INCIDENT NUM8ER 
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oooooooo 

CODE SECTION AND DESCRIPTION 

PC / 245A1 / ASSAULT W/DEADLY WEAPON OTHER THAN FIREARM OR GBI FORCE 

DATE 

08/08/2018 


TIME 

17:13 

LOCATION OF INCIDENT (OR ADDRESS) 

4036 BOSTON AV 

CITY 

SAN DIEGO 

BEAT 

442 

Body Camera: 

Body Camera Evidence Collected 



OFFICER’S NARRATIVE: 


On 08-08-2018 at about 1730 hours, I responded to 4036 Boston Avenue regarding an assault with a deadly 


weapon. The reporting party,5 


| informed dispatch that a male hit a male in the head with a 


machete. Officer Hernandez assisted me with the radio call. 


Upon our arrival, I assisted officers by holding a perimetei^Uhe inte rsection of Boston Avenue and 40 th 
Street. While at the perimeter, jjvas flagged do wn by a^^^ t The^^^ltold me ^^^B^Bwitnessed 
an assault on Boston Avenue. ^Halso told me^^^^^lwas a Spanish speaker. I met with 
MWWB provided me with the following statement. 


Statement 
Not verbatim 

The statement was in Spanish^ranslated intc^nglish^^^Hessentiall^aid^Mwas walking east 
bound on Boston Avenue, ^^flwas with^ While walking, 
imflsaw a male and female were arguing inthemiddle of the street on Boston Avenue. The 
female wa s pushi ng the male into the street. ^^^Inoticed the male was holding a machete in one of 
his hands. |^|was unable to understand why they were both arguing but told me it looked as if the 
female was trying to prevent the male from going onto a yard located on Boston Avenue. The male 
walked towards a yard and began to walk towards a male (victim). The victim was sitting on a stair 
case which leads intc^n'esidence. The suspect walked up to the victim and struck him with the 
machete 4-5 times. unable to see where the victim was struck. Soon after the victim was 

struck withthe machete he began to scream. ^^Hfled the scene. ^^Hdid not call police 
because^Mwas frightened. 

frm— descrihed the suspect as a black adult male. He was shirtless and wearing dark pants. 

The female that was arguing with the male was described as a black female adult about 40 years old. 
She was wearing a brown shirt and shorts (unknown color). The victim was a black male. ^^|was 
unable to provide me with further description. 

Due to^immage, I did not obtain a statement from After obtaining^^Hstatement, I maintained 
my perimeter position. I was released from the scene at approximately 2145 hours. 

Approved by: Sgt. Alexander #4638 
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0000000 

CODE SECTION ANO DESCRIPTION 

PC / 664/187(A) / ATTEMPTED MURDER 

DATE 

08/08/2018 

DAY OF 'WEEK 

Wednesday 

TIME 

17:13 

LOCATION OF INCIDENT (OR ADDRESS) 




CITY 


BEAT 

4000 BOSTON AV 




SAN DIEGO 


442 

^^^^^^OLVED: VICTIM 

Body Camera: 







Bodv Camera Evidence Collected 








Officer Statement: 

On 08/08/18 at approximately 1713 hours, I was working in full uniform and driving a marked patrol vehicle. I 
am currently assigned to the Southeastern Division Crime Suppression Team. During my duties, I was 
monitoring Southeastern Division’s radio traffic and heard dispatch broadcast that an assault with a deadly 
weapon incident was occurring at residence 4036 Boston Ave. Dispatch advised patrol officers that a 
suspect struck a victim in the head. 

While en-route, Officer Pitts #7564 arrived on scene. Seconds later, Officer Pitts advised that he was 
chasing the suspect and deployed his taser. Officer Pitts then advised he was struggling with the suspect 
and that shots were fired at 40 th Street and Newton Ave. I arrived shortly after and saw several officers 
providing first aid to the suspect in the middle of the street. The officers on scene pointed south and told me 
the victim from the original attack was still at the 4000 Boston Ave. 

1 arrived at 4000 Boston and saw Officer Hamilton #7339 standing along the south curb in front of 4055 
joston Ave. I stopped and stepped out of the vehicle to assist Officer Hamilton. As I stepped out, Inoticed 
Officer Hamilton speaking to the victim involved in the assault. The victim, who was identifjedas.mH 
HHivas lying on his back which his feet facing north and his head south. I approached HHand saw 
several lacerations on his stomac h, arms, and head. I knelt down and saw a blood soaked shirt pressed 
against his left shoulder and neck.breathing was labored and difficult to understand as I tried talking 
to him. 


HHBlater gave consent to remove his wallet from his right front pocket to identify himself.^^Hpossessed 
his California identificatior^ard. While^^Hwas lying on the ground, I knelt beside him and asked where 
the incident took place.^^|told me it occurred across the street from where he was lying down . He 
continued and said a large RV was parked in front of the residence, which was^^^^ll^^H I have 
personally responded to the residence and have arrested subjects there. 

I waited for additional officers to arrive on scene. I then coordinated with officers to c lose b oth side of the 
street in effort to preserve evidence. The parked patrol vehicle that was parked near^^Bremained there. 
The vehicle belonged to Officer Pitts. A short time later, assisting officers (Officer Sterling #6955, Officer 
Garcia#7657 andOfficer Fadness #7473) arrived. The officers assisted me by conducting a warfare check 
^■■■to make sure there were no other injured victims. The assisting officers and I walked to 
the rear and notice three parked abandon vehicle in the backyard. I noticed that all three rear windows to the 
vehicles were broken with scattered tempered glass spread on the dirt floor. After checking the backyard, 
Assisting officers and I then checked the interior of the residence. We did not find any additional victims 
inside. 
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I then walked out of the front door and noticed fresh blood smeared on the concrete floor. The blood smear 
was approximately 10 feet east from the front door. The front door was facing south, toward the street. I 
continued walking toward the street and noticed a recreation pool device (turtle shape floater) and metal 
framed chair covered in blood. The items were piled against the north curb about 7 feet from the driveway. 

Officer Garcia #7657 advised me he had spoken to a witness who resided The witness 

told Officer Garcia that the suspect had thrown an object on the roof of 4056 Boston Ave. I requested SDFD 
for a ladder to check the roof. San Diego Fire Engine 12 arrived and provided a ladder. I positioned the 
ladder along the side of the residence (east end). I climbed up to the roof using the ladder. I walked to the 
northwest corner of the roof and located a stain steel object on a blue tarp. The object was a machete with a 
handle. The blade was approximately 1 and half feet in length. Upon further inspection, I noticed the entire 
weapon was covered in fresh blood. I left the machete there until it was properly collected. 

I walked back down from the roof and remain at the post, which was located in front of residence 4051 
Boston Ave. Officer Sterling remained at the front drive of 4056 Boston Ave. 


Approved by: A/Sergeant T.Sterling #6955 
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CAM niCPO DCOIAMAI 

INCIDENT NUMBER 

18080013593 

CONTINUED FROM ^ ' 1 

crime OFFICER S REPORT 

PAGE 

1 of 1 

CASE NUMBER 

00000000 

CODE SECTION AND DESCRIPTION DATE DAY OF WEEK 

PC / 245A1 / ASSAULT W/DEADLY WEAPON OTHER THAN FIREARM OR GBI FORCE 08/08/2018 Wednesday 

TIME 

17:20 

LOCATION OF INCIDENT (OR ADDRESS) 

4056 BOSTON AV 

CITY BEAT 

SAN DIEGO 442 

PERSON(S) INVOLVED: VICTIM 

Unknown, 

SUSPECT (IF NAMED) 

Denham, Vaughn 

Body Camera: 

Body Camera Evidence Collected 



OFFICERS STATEMENT: 

On 08-08-2018, at approximately 1730 hours, Officer Simmers #7403 and I responded to a radio call of an 
assault with a deadly weapon at 4036 Boston Avenue. While we were driving to the location, Officers called 
out “Shot fired” over the police radio. When we arrived on scene, officers were treating the suspect’s injuries. 
I located Officer Pitts #7564 who was the Officer that fired his weapon, and removed him from the scene. I 
waited with him until Officer Medina #6545 from Peer Support arrived and replaced me. 

I then approached the suspect, who I recognized from previous contacts as Vaughn Denham 10-01-1969. I 
notified Sergeants White #6187 and Alexander #4638 of the suspect’s identity. I then responded to the 
original scene at 4056 Boston. I assisted with clearing the residence and yard, checking for any other 
possible victims. While clearing the yard, I observed a large amount of blood on the front steps and driveway 
of the residence. I then took a perimeter position east of the scene on Boston Avenue and prevented people 
from entering. I remained on the perimeter until I was later relieved by Officer Loughlin #7066. 

.pproved by: A/Sergeant D. Serrano #6912 


REPORTING OFFICER 

I.D.# 

DIVISION 

AGENCY 

DATE OF REPORT 

TIME 

TREVOR STERLING 

6955 

SE2 

SDPD 

8/8/20 IS 

22:53 


(Revised 09/2013 Electronic) 
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FIELD INTERVIEW REPORT 4810628 
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PHYSICAL OODITIES (SCARS, TATTOOS. ETC.) 


CLOTHING WORN 


VEH. LIC. NO. / STATE 


V 

YEAR 

MAKE 

MODEL 

COLOR 

TYPE 

E 

H 




/ 



COMPANION 1 (LAST NAME FIRST) 


RACE 

SEX 

D.O.B. 

HAIR 

EYES 

HT. 

WT. 

COMPANION 2 (LAST NAME FIRST) 

RACE 

SEX 

D.O.B. 

HAIR 

EYES 

HT. 

WT. 

CRIME POTENTIAL 

REMARKS (REASON FOR CONTACT) 

ttOHD-fc yu»vt&. 


tu -ybu/ wa to QUirr- xriaJ A 


MO €KUT ift| fupfu 


YlArlp. 


Ifcfo-jLtiflikl /¥0(UJP 


HU fMlK 

* f iffiP . nf EM TH/0 to mo: 


FRONT (VEHICLE INFOI REAR 

□ RIGHT DAMAGE □ LEFT DAMAGE I RIGHT DAMAGED LEFT DAMAGE □ 

□ LOWERED □ RAISED 1 LOWERED □ RAISED □ 

□ RUST PRIMER □ OUST WHEELS 

□ UNO EXT DUNQINT 
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DATE (occurrence): 
TIME (occurrence): 
LOCATION: 


SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 

August 8, 2018 (Wednesday) 

1711 Hours 

4056 Boston Avenue 


SUBJECT: 664/187- Attempt Murder - SDPD Case #18-025268 

OlS/Speeial Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event # 

Victim: 

Officer: PITTS, Corey #7564 

_ Suspect: DENPIAM, Vaughn B/M (48) DOB: 10/01/1969 


18-080013593 


INVESTIGATIVE FOLLOW-U P: 

R.E. Hospital follow-up 

On August 08, 2018, at 1730 hours, I received a phone call from Detective Sergeant M. VELOVICH to 
respond to 4000 National Avenue, San Diego, regarding an Officer Involved Shooting. 1 arrived at 
approximately 1825 hours and met with other members of Homicide Team IV, which consisted of 
Sergeant VELOVICH, Detective T. DEMAS #6479, Detective I. DELGADILLO #5596, C. 
MURRAY#6120 (relief), and M. SHERBONDY #6516 (relief). 

At 1917 hours, Sergeant A. ALEXANDER #4638 and Sergeant F. WHITE #4435 conducted the briefing. 
After the briefing, Homicide Team IV took over the investigation. 

I responded to UCSD Medical Center (200 W. Arbor Street) to await the arrival of the Medical Examiner 
and the body removal team. 1 spoke with hospital staff and learned Dr. COSTANTINI was the Attending 
Physician. 

At approximately 0030 hours I met with Officer B. DOWNING #7203 at Operating Room #11. Officer 
DOWNING was standing watch over the suspect, Vaughn DENHAM’S, body. Detective SHERBONDY 
and Detective MURRAY were both present with me. 

At 0030 hours, Sergeant VELOVICH notified the Medical Examiner’s Office. 

At 0030 hours, I received a bullet and a shoe from Officer DOWNING. Per Officer DOWNING, the bullet 
was recovered from DENHAM’S body. I later transferred custody of the bullet and shoe to CSS 
SOUTHERLAND #8841 (See CSS SOUTHERLAND’S report for details). 

At 0118 hours, MEI Chris BURTON #23 and Joseph LEMON Jr. #16947, with the body removal team, 
arrived at Operating Room #11. 


I provided BURTON with a brief synopsis of the incident and he provided me with the Medical 
Examiner’s case number (18-1945) assigned to DENHAM. 




Investigator’s Report 
Investigative Follow-Up: 

Case: 18-025270 
/ \ Page 2 

At approximately 0125 hours, MEI BURTON, Detective SHERBONDY, Detective MURRAY, and I 
entered the operating room. I could see a black male, previously identified as Vaughn DENHAM lying on 
the operating table covered by a blanket. MEI BURTON removed the blanket, at which point, I could see 
he was unclothed and had several medical intervention devices on and around him. DENHAM had black 
socks with images of white skulls on both feet. DENHAM’s lower torso was also lying on top of a pair of 
black shorts with an Australian flag emblem. Also present was a black belt. DENHAM had (3) rings. 

One ring was on his right ring finger, the other on his left ring finger, and the third was on his left pinky. 
DENHAM also had a necklace around his neck and earing on his left ear. I further observed DENHAM 
had a tattoo on his neck. 

I noted two apparent gunshot wounds on DENHAM’S body. The first gunshot wound was located on the 
right lower portion of DENHAM’S chest. The other was to his left wrist. I did not note any obvious exit 
wounds. 

DENHAM’S body was turned onto its side. I did not note any visible injuries or trauma. 

At 0146 hours,, LEMON placed a yellow band around DENHAM’S right ankle with his name and the 
Medical Examiner’s case number. 

At 0148 hours, LEMON placed paper evidence bags on DENHAM’S feet. 

^ At 0149 hours, LEMON placed paper evidence bags on DENHAM’S hands. 

At 0152 hours, LEMON placed paper evidence bags on DENHAM’S head. 

At 0204 hours, LEMON placed DENFIAM into a white body bag. 

At 0205 hours, LEMON sealed the body bag with red tag #4466702. 

At 0215 hours, DENHAM was removed from the Operating Room and transported to the Medical 
Examiner’s Office, and we cleared the scene. 


( 


Reporting Detective B. Sanchez _ 

Approved by: Mtk#ne2lc / V&l<>VccFv#5353 


_ I.D. 

Date of this report: 


6610 Homicide Team: IV 

08/22/2018 Time: 




The City of San Diego 


IN REPLYING 
PLEASE GIVE 
OUR REF. NO 
1914121112 


AUTHORIZATION FOR RELEASE OF MEDICAL INFORMATION 

To Whom It May Concern: 

I hereby authorize you to release, without limitation, my medical history from my hospital records, 
including psychiatric, alcohol abuse, drug abuse (which may include 42 CFR Part 2 covered records) 
and acquired immunodeficiency syndrome (AIDS) records, and/or tests for or infection with human 
immunodeficiency virus (HIV), reports of physical condition, and/or reports of medical treatment 
received by me to the San Diego Police Department for use in connection with their investigation. 



I, the undersigned, do hereby authorize \AcSg> p/\ED>iCAt. ct.NVT'&ft. 

(Name of Facility or Physician) 
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E18080013593 - 245 - HC - ADW - HOT CALL 
4036 BOSTON AVE SD 


G System Comments 


Date/Time 

Terminal 

Operator 

08/08/18 

17:11:28 

tctl7 

0 

08/08/18 

17:12:30 

tct06 

0 

08/08/18 

17:13:08 

tctl7 

9118189 

08/08/18 

17:13:08 

tctl7 

9118189 

08/08/18 

17:13:08 

tctl7 

9118189 

08/08/18 

17:13:08 

DBServer 

9118189 

08/08/18 

17:13:20 

tctl7 

9118189 

08/08/18 

17:1320 

tctl7 

9118189 

08/08/18 

17:13:20 

tctl7 

9118189 

08/08/18 

17:13:28 

tct06 

9118838 

08/08/18 

17:1328 

tct06 

9118838 

08/08/18 

17:13:28 

tct06 

9118838 

08/08/18 

17:13:28 

tct06 

9118838 

08/08/18 

17:13:36 

trc07 

8183 

08/08/18 

17:13:36 

trc07 

8183 

08/08/18 

17:13:36 

trc07 

8183 

08/08/18 

17:13:36 

trc07 

8183 

08/08/18 

17:13:47 

trc07 

8183 

08/08/18 

17:13:47 

trc07 

. 8183 

08/08/18 

17:13:58 

trc07 

8183 

08/08/18 

17:13:59 

LD02 

8521 

08/08/18 

17:14:01 

trc07 

8183 


ANI/ALI - Phone: — 

2018080800001414793 


I Lat: 32.6907960, Lon: -117.102692, Call ID: 


ANI/ALI - Phone: BUS 

2018080800001414799 


|Lat: 32.6959610, Lon: -117.112208, Call ID: 


EVENT CREATED - Type: 245 - ADW, Location: 4036 BOSTON AVE SD, Agency: SDPD, Group: P4, 
Beat: 442, Status: P, Priority: 1 

INH1AL CALL - Call Source^NI^^^aller Name: Caller Phone Number: BHHi 

■HCaller Address:HMH9HHHBu! 


I Caller Phone Number:! 


EVENT REM ARK 


MALE WITH MACHETE CUT ANOTHER MALE 


EVENT REMARK - ** LOI search completed at 08/08/18 17:13:08 

EVENT UPDATED - Agency Event Subtype Code: HC, Agency Event Subtype Code Desc: HOT 
CALL, Common Event Revision Number: 2, Priority: 0, Priority Changed Time: 08/08/18 17:13:20, 
HasInformerLoiData: True, HasLoiData: True, 

EVENT REMARK - ** Event Type changed from 245 to 24S(HC) at: 08/08/18 17:13:20 


EVENT REMARK - ** Event Priority changed from 1 to 0 at: 08/08/18 17:13:20 


Phone Number: | 

EVENT REMARK 

Eventioc: 






KTlHiMIPJJJM.'iM] 


EVENT REMARK - 

HEAD AC THE ST 

EVENT REMARK - 

Event data 


Caller Address: 


uplicate 

xstreets: S 40TH ST/PRIVATE RD. Type: 245 - AD W. Subtype: HC 

aller Address: 

Call Source: ANI/ALI, Alarm Level: 0 

911-117.112208 
HIT MALE W MECHETE IN THE 


End of Duplicate 


EVENT UPDATED - Total Assigned Units: 1, 

EVENT UPDATED - First Unit Dispatched Time: 08/08/18 17:13:36, Status Code: A, 

/ 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:13:36, 

UNIT UPDATED - Unit: 438Z2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7129, 
7523 

EVENT UPDATED - Total Assigned Units: 2, 

UNIT UPDATED - Unit: 2923N2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6545 
EVENT REMARK - 433S2 T4 




MESSAGE SENT - FYI EVENT E18080013593: Original message from terminal tlc02 - 8/8/2018 
5:13:59 PM FRENCH, STEPHANIE (8521): 

****** pLEASE REVIEW EVENT E18080013593 ****** 

Location: 40 36 BOSTON AVE SD MUN: SD EID: 499882 TYPE CODE: 245 TIME: .17:13:08 
Comment^^^^^^^H|^^^^^H^H^W911 -117.102692 32.6907960 

v/tl MACHETE or ANOTHER male 

MHHMMBMHHBHHMHBHBHNMSIVDuplicate Eventioc: 

AVE SD, xstreets: S 40TH ST/PRIVATE RD, Tvoe: 245 - ADW, Su 
Name: 

SD, Ca ll Source: ANI/ALI, Alarm Level: 0 
■■kA/911 

MALE HIT MALE W MECHETE IN THE HEAD AC THE ST 

nd of Duplicate Event data 433S2 T4 

EVENT UPDATED - Total Assigned Units: 3, 


http://inetviewer.cad9! 1 .pd.sannet.gov/NetViewer/InquiryCommand/EventChronology?eve... 8/9/2018 
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08/08/18 

17:14:01 

trc07 

8183 

08/08/18 

17:14:01 

tld02 

8521 

08/08/18 

17:14:03 

trcQ7 

8183 

08/08/18 

17:14:03 

trc07 

8183 

08/08/18 

17:14:20 

trc07 

8183 

08/08/18 

17:14:20 

RC07 

8183 


08/08/18 

17:14:34 

trc07 

8183 

08/08/18 

17:14:34 

trc07 

8183 

08/08/18 

17:14:45 

trc07 

8183 

08/08/18 

17:15:00 

tldOl 

8401 

08/08/18 

17:15:10 

trc07 

8183 

08/08/18 

17:15:52 

trc08 

8759 

08/08/18 

17:15:52 

trc&S 

8759 

08/08/18 

17:16:01 

tririJ7 

8183 

08/08/18 

17:16:24 

trcC'7 

8182 

08/08/18 

17:16:24 

trc07 

8183 

08/08/18 

17:16:39 

trc07 

8183 

08/08/18 

17:16:43 

trc07 

8183 

08/08/18 

17:16:43 

trc07 

8183 

08/08/18 

17:16:58 

trc07 

8183 


08/08/18 

17:17:03 

LD01 

8401 

08/08/18 

17:17:04 

tldOl 

8401 

08/08/18 

17:17:07 

trclO 

8214 


trc07 

8183 


UNIT UPDATED - Unit: 446Y2, Status: DP, Location: 4036 BOSTON AVESO, Employ: 7564 
EVENT REMARK - FYI SENT TO LDET 
EVENT UPDATED - Total Assigned Units: 4, 

UNIT UPDATED - Unit 431Y2, Status: DP, Location: 4036 BOSTON AVE $D, StfjaklySSfc 7203 

EVENT REMARK - 438Z2 - ROLUNG CODE 3 ** FRM EUCLID/NARANJA 

MESSAGE SENT - ROLUNG CODE S: Original message from terminal trc07 - 8/8/2018 17:14:20 
ANGUIANO, DENISE (8183): 

******** 43822 "‘“ROLLING CODE 3 *»»-* FRM EUCUD/NARANJA 

Location: 4 036 BOSTON AVE SD MUHrSO E1D: 490882 TYPE CODE: 245 TIME: 17:13:08 

W911 -117.102692 32.6907960 
MACHETE CUT AN OTHER MALE 
licate EventLoc: 
type: HC - H OT CALL. Caller 
ler Address: 

iWSli -117.112208 32.69596101 

• Male w_m echete in the head ac the ; __ 

Knd of Duplicate Event data 433S2 T4 FYI SENT TO LDET 



EVENT UPDATED - Rms Transfer Time: 08/08/18 17:14:34, Total Assigned Units: 5, 

UNIT UPDATED - Unit: 447Y2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 5459 

EVENT REMARK - 443S2 T4 

EVENT REMARK - MEDICS 10-4 WILL STANDBACK 

EVENT REMARK - MALE DOWN IFO 4051 BOSTON, LANG BARRIER, TRYING FOR SUSP DESC 
EVENT UPDATED - Total Assigned Units: 6, 

UNIT UPDATED - Unit: 2906N2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6622 

EVENT REMARK - BMA, 30-40, APPR RP SCREAMING AT HIM, NO SHIRT, BLK SHORTS IN 
MIDDLE OF STREET WITH CANE 


EVENT UPDATED - First Unit Arrived Time: 08/08/18 17:16:24, 


UNIT UPDATED - Unit 446Y2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7564 
EVENT REMARK - 446Y2 - SUSP RUNNING AT UT WITH CHAIN, TAZER DEPLOYED 


EVENT UPDATED - Rms Transfer Time: 08/08/18 17:16:43, Total Assigned Units: 7, 


UNIT UPDATED - Unit 444Z2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6213, 
6445 

EVENT REMARK - 438Z2 - FRM 43RD/LOGAN 


MESSAGE SENT - FYI EVENT E18080013593: Original message from terminal tldOl - 8/8/2018 
5:17:03 PM MILLER, YAULANDE (8401): 

****** PLEASE REVIEW EVENT E18080013593 ****** 

Location: 4 036 BOSTON AVE SD MUN: SD EID: 499882 TYPE CODE: 245 TIME: 17:13:08 

. ill -117.102692 32.6907960 

IMALE WITH ' MACHETE CUT ANOTHERMALE 

_____ Duplicate EventLoc: ■HggpKMj 

Ixstreet^S^OTH^PR^ATERDJvDe^S-ADW^u btype: HC - H OT CALL, Caller 
—^^MlCaller Address: 

^LCall Sour ce: AM/A J. Ala 
■■.'7911 -| 

4ALE HIT MALE W MECHETE IN THE HEAD AC THE ST | 


|End of Duplicate Event data 433S2 T* FYfSENT'TO LDET 438Z2 - ROLUNG 
CODE 3 ** FRM EUCLID/NARANJA 443S2 T4 MEDIC£lS«4 WtU-^-NDBACK MALE DOWN IFO 
4051 BOSTON, LANG BARRIER, TRYING FOR SUSP 3M430-40, APPR RP SCREAMING AT 
HIM, NO SHIRT, BLK SHORTS IN MIDDLE OF STREETMtH CANE 44SY2 - SUSP RUNNING AT UT 
WITH CHAIN, TAZER DEPLOYED 438Z2 - FRM 43R&i,t50AN 


EVENT REMARK - FYI SENT TO LDET 


EVENT REMARK - FIRE 97 & STAGED 


EVENT UPDATED - Total Assigned Units: 8, 


http://inetviewcr.cad911 .pd.samiet.gov/NetViewer/InquiryCommand/EventChronolegy7eve... 8/9/2018 
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08/08/18 

17:17:22 


08/08/18 

17:17:22 

trc07 

8183 

08/08/18 

17:17:50 

trc07 

8183 

08/08/18 

17:17:50 

DBServer 

8183 

08/08/18 

17:17:50 

trc07 

8183 

08/08/18 

17:17:50 

trc07 

8183 

08/08/18 

17:17:50 

trc07 

8183 

08/08/18 

17:17:58 

tldOl 

8401 

08/08/18 

17:18:02 

trc07 

8183 

08/08/18 

17:18:04 

$444Z2 

6445 

08/08/18 

17:18:05 

$444Z2 

6445 

08/08/18 

17:18:06 

trc07 

8183 

08/08/18 

17:18:08 

trc07 

8183 

08/08/18 

17:18:08 

trc07 

8183 

08/08/18 

17:18:09 

tldOl 

8401 


08/08/18 

17:18:09 

LD01 

8401 

08/08/18 

17:18:18 

DBServer 

8183 

08/08/18 

17:18:18 

trc07 

8183 

08/08/18 

17:18:18 

trc07 

8183 

08/08/18 

17:18:18 

trc07 

8183 

08/08/18 

17:18:28 

LD02 

8521 


UNIT UPDATED - Unit: 440PT2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6996, 
9934 

EVENT UPDATED - First Unit Enrouted Time: 08/08/18 17:17:50, Rms Transfer Time: 08/08/18 
17:17:50, 

EVENT REMARK - ** LOI search completed at 08/08/1817:17:50 

UNIT UPDATED - Unit: 446Y2, Status: CL, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7564 

UNIT UPDATED - Unit: 446Y2, Status: ER, Location: S 40TN ST/NATIONAL AVE SD, Employees: 
7564 

UNIT UPDATED - Unit 446Y2, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7564 

EVENT REMARK - 2ND RP WITH CT17 SAID PRIOR TO UNITS CONTACTING SUSP 
THAT SUSP IS OUTSIDE NOW AND SWINGING A CHAIN 


EVENT REMARK - 438Z2 - SHOTS FIRED 

UNIT UPDATED - Unit 444Z2, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 6213, 
6445 

UNIT UPDATED - Unit 444Z2, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 6213, 
6445 

UNIT UPDATED - Unit 438Z2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7129, 
7523 

EVENT UPDATED Total Assigned Units: 9, 

UNIT UPDATED - Unit 455Q, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6955, 
7403 

EVENT REMARK - FYI SENT TO LDET 

MESSAGE SENT - FYI EVENT E18080013593: Original message from terminal tldOl - 8/8/2018 
5:18:09 PM MILLER, YAULANDE (8401): 

****** PLEASE REVIEW EVENT E18080013593 ****** 


CODE 3 ** FRM EUCLID/NARANJA 443S2 T4 MEDICS 10-4 WILL STANDBACK MALE DOWN IFO 
4051 BOSTON, LANG BARRIER, TRYING FOR SUSP DESC BMA, 30-40, APPR RP SCREAMING AT 
HIM, NO SHIRT, BLK SHORTS IN MIDDLE OF STREET WITH CANE 446Y2 - SUSP RUNNING AT UT 
WITH CHAIN, TAZER DEPLOYED 438Z2 - FRM 43RD/LOGAN FYI SENT TO LDET FIRE 97 & 
STAGED 2ND RP WITH CT17 SAID PRIOR TO UNITS CONTACTING SUSP THAT SUSP IS OUTSIDE 
NOW AND SWINGING A CHAIN 438Z2 - SHOTS FIRED 


Location: 

Comments: 



AVE SD 
Name:r 

SD. Ca ll Sour ce: ANI/ALI. Alarm Level: 0 I 
■VV911 ■ 

MALE HIT MALE W MECHETE IN THE HEAD AC THE STl 


.CODE: 245 TIME: 17:13:08 
911 -117.102692 32.6907960 
MACHETE CUT ANOTHER MALE 
Duplicate EventLoc: 4051 BOSTON 
ibtype: HC - HOT 
Caller Address: f 


End of Duplicate Event data 433S2 T4 FYI SENT TO LDET 438Z2 - ROLLING 


EVENT REMARK - ** LOI search completed at 08/08/18 17:18:18 


UNIT UPDATED - Unit: 438Z2, Status: ER, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7129, 7523 

UNIT UPDATED - Unit: 438Z2, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7129, 7523 

UNIT UPDATED - Unit: 438Z2, Status: CL, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7129, 7523 


MESSAGE SENT - EVENT: E18080013593: Original message from terminal tld02 - 8/8/2018 
5:18:28 PM FRENCH, STEPHANIE (8521): 

FYI - OIS 


Location :‘ 







i CODE: 245 TIME: 17:13:08 
|W911 -117.102692 32.6907960 
rH MACHETE CUT AN OTHER MALE 
iDuplicate EventLoc: I 


Name: 

SD, Call Source: ANI/ALI, Alarm Level: 0 


http://inetviewer.cad91 l.pd.sannet.gov/NetViewer/InquiryCommand/EventChronology?eve... 8/9/2018 
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08/08/18 

17:18:32 

08/08/18 

17:18:34 

08/08/18 

17:18:36 

08/08/18 

17:18:36 

08/08/18 

17:18:42 

08/08/18 

17:18:51 

08/08/18 

17:18:51 

08/08/18 

17:18:57 

08/08/18 

17:18:57 

08/08/18 

17:18:59 

08/08/18 

17:18:59 

08/08/18 

17:18:59 

08/08/18 

17:19:01 

08/08/18 

17:19:01 

08/08/18 

17:19:08 

08/08/18 

17:19:08 

08/08/18 

17:19:25 

08/08/18 

17:19:25 

08/08/18 

17:19:27 

08/08/18 

17:19:34 

08/08/18 

17:19:42 

08/08/18 

17:19:42 

08/08/18 

17:19:46 

08/08/18 

17:19:46 

08/08/18 

17:19:51 

08/08/18 

17:19:51 

08/08/18 

17:19:58 

08/08/18 

17:20:05 

08/08/18 

17:20:05 
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trc08 

8759 

trc07 

8183 

trc07 

8183 

trc07 

8183 

trc07 

8183 

trc07 

8183 

trc07 

8183 

trc05 

8225 

trc05 

8225 

trc07 

8183 

trc08 

8759 

trc08 

8759 

trc07 

8183 

trc07 

8183 

trc08 

8759 

trc08 

8759 

trc08 

8759 

trc08 

8759 

trc07 

8183 

S820PT2 

6342 

trc08 

8759 

trc08 

8759 

trc08 

8759 

trc08 

8759 

tldOl 

8401 

tldOl 

8401 

trc07 

8183 

DBServer 

8183 

trc07 

8183 


9726]W911 -117,112208 32.6959610 
7ALE HIT MALE W M ECHETE IN THE 

HHHjHIHHKnd of Duplicate Event data 433S2 T4 FYI SENT TO LDET 438Z2 - ROLLING 
CODE 3 ** FRM EUCUD/NARANJA 443S2 T4 MEDICS 10-4 WILL STAND8ACK MALE DOWN IFO 
4051 BOSTON, LANG BARRIER, TRYING FOR SUSP DESC BMA, 30-40, APPR RP SCREAMING AT 
HIM, NO SHIRT, BLK SHORTS IN MIDDLE OF STREET WITH CANE 446Y2 - SUSP RUNNING AT UT 
WITH CHAIN, TAZER DEPLOYED 438Z2 - FRM 43RD/LOGAN FYI SENT TO LDET FIRE 97 8t 
STAGED 2ND RP WITH CT17 SAID PRIOR TO UNITS CONTACTING SUSP THAT SUSP IS OUTSIDE 
NOW AND SWINGING A CHAIN 438Z2 - SHOTS FIRED FYI SENT TO LDET 

EVENT REMARK - AIRED ON P8 

EVENT REMARK - 446Y2 - TRYING TO TAKE HIM SIC 

EVENT UPDATED - Total Assigned Units: 10, 

UNIT UPDATED - Unit: 434Z2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7158, 
7339 

EVENT REMARK - 446Y2 -- STILL RESISTING 

EVENT UPDATED - Rrns Transfer Time: 08/08/18 17:18:51, Total Assigned Units: 11, 

UNIT UPDATED - Unit: 433R02, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 8334 
EVENT UPDATED - Total Assigned Units: 12, 

UNIT UPDATED - Unit: 515Y2, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
5540 

EVENT REMARK - 446Y2 - SHOTS FIRED TWICE AT HIM 
EVENT UPDATED - Total Assigned Units: 13, 

UNIT UPDATED - Unit: 2905N2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6329 
EVENT UPDATED - Total Assigned Units: 14, 

UNIT UPDATED - Unit: 433S2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 4638 
EVENT UPDATED - Total Assigned Units: 15, 

UNIT UPDATED - Unit: 811Z2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6639, 
7326 

EVENT UPDATED - Total Assigned Units: 16, 

UNIT UPDATED - Unit: 820PT2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6342, 
9970 

EVENT REMARK - 438Z2 - SIC, 2 SHOTS IN TORSO , LARGE CROWD 

UNIT UPDATED - Unit 820PT2, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 6342, 
9970 

EVENT UPDATED - Total Assigned Units: 17, 

UNIT UPDATED - Unit 838K3, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6699, 
7360 

EVENT UPDATED - Total Assigned Units: 18, 

UNIT UPDATED - Unit 833S2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 5195 
EVENT UPDATED - Rms Transfer Time: 08/08/18 17:19:51, Total Assigned Units: 19, 

UNIT UPDATED - Unit WC01, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 4189 
EVENT REMARK - 446Y2 - NEED UT TO 40TH/NEWTON 
EVENT REMARK - ** LOI search completed at 08/08/18 17:20:05 

UNIT UPDATED - Unit: 434Z2, Status: ER, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7158, 7339 



http://inetviewer.cad911 .pd.sannet.gov/NetViewer/InquiryCommand/EventChronology?eve... 8/9/2018 
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08/08/18 

17:20:05 

trc07 

8183 

UNIT UPDATED - Unit: 434Z2, Status: CL, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7158, 7339 

08/08/18 

17:20:05 

trc07 

8183 

UNIT UPDATED - Unit: 434Z2, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7158, 7339 

08/08/18 

17:20:08 

tld02 

8521 

EVENT REMARK - MEDICS ENRT FOR BOTH VIC AND SUSP 

08/08/18 

17:20:23 

trc07 

8183 

EVENT REMARK - 447Y2 - MEDICS EXPEDITE 

08/08/18 

17:20:30 

trc07 

8183 

EVENT REMARK - 434Z2 - SECURING 446Y2 VEH 

08/08/18 

17:20:36 

trcOl 

8814 

EVENT REMARK - MEDICS T4 TO EXPEDITE 

08/08/18 

17:20:56 

$515Y2 

5540 

UNIT UPDATED - Unit 515Y2, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
5540 

08/08/18 

17:21:09 

trc07 

8183 

EVENT UPDATED - Total Assigned Units: 20, 

08/08/18 

17:21:09 

trc07 

8183 

UNIT UPDATED - Unit L5, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 5375 

08/08/18 

17:21:10 

tct04 

9118919 

HE WAS OUTSIDE OF HIS VEH WHEN HE SAW THE SHOOTING// SAID PD 
OFCRS INVOLVED IN SHOOTING/// 

08/08/18 

17:21:20 

$L5 

5375 

UNIT UPDATED - Unit L5, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 5375 

08/08/18 

17:21:44 

trclO 

8214 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:21:44, Total Assigned Units: 21, 

08/08/18 

17:21:44 

trclO 

8214 

UNIT UPDATED - Unit: 4273Z2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7598, 
7736 

08/08/18 

17:21:45 

trclO 

8214 

UNIT UPDATED - Unit: 4273Z2, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 7598, 
7736 

08/08/18 

17:21:48 

$444Z2 

6445 

UNIT UPDATED - Unit: 444Z2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6213, 
6445 

08/08/18 

17:22:14 

trc05 

8225 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:22:14, Total Assigned Units: 22, 

08/08/18 

17:22:14 

trc05 

8225 

UNIT UPDATED - Unit: 4271Z2, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7081, 7739 

08/08/18 

17:22:26 

trc07 

8183 

EVENT REMARK - 434Z2 - MALE DOWN 40 YO CONS/BREATHING WITH SEVERAL 

LACERATIONS 

08/08/18 

17:22:37 

$433R02 

8334 

UNIT UPDATED - Unit: 433R02, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 8334 

08/08/18 

17:22:53 

trcOl 

8814 

EVENT REMARK - FIRE T4 ON MEDIC NEEDED AT 4051 BOSTON FOR VIC// RC01 

08/08/18 

17:23:20 

trsOl 

8620 

EVENT REMARK - PDA SMITH T4 VIA TEXT 

08/08/18 

17:23:30 

trc07 

8183 

EVENT UPDATED - Total Assigned Units: 21, 

08/08/18 

17:23:30 

trc07 

8183 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:23:30, Total Assigned Units: 22, 

08/08/18 

17:23:30 

trc07 

8183 

UNIT UPDATED - Unit433R02, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
8334 

08/08/18 

17:23:30 

trc07 

8183 

UNIT UPDATED - Unit 433R02, Status: UC, Location:, Employees: 8334 

08/08/18 

17:23:30 

trc07 

8183 

UNIT UPDATED - Unit: 433R02, Status: AV, Location:, Employees: 8334 

08/08/18 

17:23:40 

$811Z2 

7326 

UNIT UPDATED - Unit: 8UZ2, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 6639, 
7326 

08/08/18 

17:23:49 

trc07 

8183 

EVENT REMARK - 434Z2 - NEED ACACIA GROVE/40TH BLOCKED OFF 

08/08/18 

17:24:06 

trc07 

8183 

EVENT UPDATED - Total Assigned Units: 23, 

08/08/18 

17:24:06 

trc07 

8183 

UNIT UPDATED - Unit: 443S2, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
6187 

08/08/18 

17:24:16 

trc07 

8183 

EVENT UPDATED - Total Assigned Units: 24, 


trc07 

8183 

UNIT UPDATED - 
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08/08/18 

17:24:16 



08/08/18 

17:24:23 

$712Z2 

7657 

08/08/18 

17:24:27 

trc07 

8183 

08/08/18 

17:24:37 

trc07 

8183 

08/08/18 

17:24:37 

trc07 

8183 

08/08/18 

17:24:38 

trc07 

8183 

08/08/18 

17:24:50 

trc07 

8183 

08/08/18 

17:25:02 

trc08 

8759 

08/08/18 

17:25:02 

trc08 

8759 

08/08/18 

17:25:17 

tctl8 

9118947 

08/08/18 

17:25:17 

tctl8 

9118947 

08/08/18 

17:25:23 

DBServer 

8183 

08/08/18 

17:25:23 

trc07 

8183 

08/08/18 

17:25:23 

trc07 

8183 

08/08/18 

17:25:23 

trc07 

8183 

08/08/18 

17:25:36 

DBServer 

8183 

08/08/18 

17:25:36 

trc07 

8183 

08/08/18 

17:25:36 

trc07 

8183 

08/08/18 

17:2536 

trc07 

8183 

08/08/18 

17:25:45 

DBServer 

8183 

08/08/18 

17:25:45 

trc07 

8183 

08/08/18 

17:25:45 

trc07 

8183 

08/08/18 

17:25:45 

trc07 

8183 

08/08/18 

17:26:01 

trc07 

8183 

08/08/18 

17:26:01 

trc07 

8183 

08/08/18 

17:26:04 

$811Z2 

7326 

08/08/18 

17:26:16 

trc07 

8183 

08/08/18 

17:27:22 

trc07 

8183 

08/08/18 

17:27:31 

trc07 

8183 

08/08/18 

17:27:42 

DBServer 

8183 

08/08/18 

17:27:42 

trc07 

8183 

08/08/18 

17:27:42 

trc07 

8183 


trc07 

8183 


Unit: 1X222, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7473, 7657 

UNIT UPDATED - Unit: 712Z2, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 7473, 
7657 

EVENT REMARK - 443S2 - **WILL WORK OIS SIDE 
EVENT UPDATED - Total Assigned Units: 25, 

UNIT UPDATED - Unit: 452Q, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6912 

UNIT UPDATED - Unit: 4S2Q, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6912 

EVENT REMARK - 452Q - NEED 1184 41ST/BOSTON 4000 BOSTON 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:25:02, Total Assigned Units: 26, 

UNIT UPDATED - Unit: 830PT2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6760, 
9935 

Phone 

EVENT REMARK - PMS 

F1RST//WHEN MEDICS ANSWERED STATED PD HAD SHOT A MALE 4 TIMES//PMS 97 WHILE RP 
ON THE LINE//RP UNABLE TO CONFIRM HIS PH # 

EVENT REMARK - ** LOI search completed at 08/08/18 17:25:23 

UNIT UPDATED - Unit: 447Y2, Status: ER, Location: 1028 40TH ST SD, Employees: 5459 

UNIT UPDATED - Unit: 447Y2, Status: 97, Location: 1028 40TH ST SD, Employees: 5459 

UNIT UPDATED - Unit: 447Y2, Status: CL, Location: 1028 40TH ST SD, Employees: 5459 

EVENT REMARK - ** LOI search completed at 08/08/18 17:25:36 

UNIT UPDATED - Unit: 2923N2, Status: CL, Location: 1028 41ST ST SD, Employees: 6545 

UNIT UPDATED - Unit: 2923N2, Status: 97, Location: 1028 41ST ST SD, Employees: 6545 

UNIT UPDATED - Unit: 2923N2, Status: ER, Location: 1028 41ST ST SD, Employees: 6545 

EVENT REMARK - »* LOI search completed at 08/08/18 17:25:45 

UNIT UPDATED - Unit: 4271Z2, Status: CL, Location: S 39TH ST/NATIONAL AVE SD, Employees: 
7081, 7739 

UNIT UPDATED - Unit: 4271Z2, Status: ER, Location: S 39TH ST/NATIONAL AVE SD, Employees: 
7081, 7739 

UNIT UPDATED - Unit: 4271Z2, Status: 97, Location: S 39TH ST/NATIONAL AVE SD, Employees: 
7081, 7739 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:26:01, Total Assigned Units: 27, 

UNIT UPDATED - Unit: 440L, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 4886 

UNIT UPDATED - Unit 811Z2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6639, 
7326 

EVENT REMARK - 515Y2 - ENOUGH UTS ON NATIONAL FRM 38TH-41ST 
EVENT REMARK - 452Q - ACCESS FOR MEDICS 40TH ONTO BOSTON 
EVENT REMARK - 447Y2 - * * * WILL BE SCRIBE 
EVENT REMARK - ** LOI search completed at 08/08/18 17:27:42 

UNIT UPDATED - Unit: 434Z2, Status: Eft Location: 1156 S 40TH ST SD, Employees: 7158, 7339 
UNIT UPDATED - Unit: 434Z2, Status: CL, Location: 1156 S 40TH ST SD, Employees: 7158, 7339 
UNIT UPDATED - Unit 434Z2, Status: 97, Location: 1156 S 40TH ST SD, Employees: 7158, 7339 
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08/08/18 

17:27:42 

08/08/18 

17:28:38 

08/08/18 

17:29:21 

08/08/18 

17:29:21 

08/08/18 

17:29:21 

08/08/18 

17:29:21 

08/08/18 

17:29:28 

08/08/18 

17:29:28 

08/08/18 

17:29:34 

08/08/18 

17:29:34 

08/08/18 

17:29:34 

08/08/18 

17:29:34 

08/08/18 

17:29:36 

08/08/18 

17:29:52 

08/08/18 

17:30:16 

08/08/18 

17:30:40 

08/08/18 

17:30:55 

08/08/18 

17:31:20 

08/08/18 

17:31:20 

08/08/18 

17:31:21 

08/08/18 

17:31:37 

08/08/18 

17:31:37 

08/08/18 

17:31:38 

08/08/18 

17:31:45 

08/08/18 

17:31:45 

08/08/18 

17:32:12 

08/08/18 

17:32:12 

08/08/18 

17:32:12 

08/08/18 

17:32:12 

08/08/18 

17:32:20 

08/08/18 

17:32:20 

08/08/18 

17:32:20 

08/08/18 

17:32:20 


$4273Z2 

DBServer 

trc07 

trc07 

trc07 

trc07 

trc07 

DBServer 

trc07 

trc07 

trc07 

$725Z2 

trc07 

trc07 

$712Z2 

trc07 

trc07 

trc07 

trc07 

trc07 

trc07 

trc07 

$L5 

$L5 

DBServer 

trc.07 

trc07 

trc07 

DBServer 

trc07 

trc07 

trc07 

trc07 


7598 

8183 

8183 

8183 

8183 

8183 

8183 

8183 

8183 

8183 

8183 

7446 

8183 

8183 

7657 

8183 

8183 

8183 

8183 

8183 

8183 

8183 

5375 

5375 

8183 

8183 

8183 

8183 

8183 

8183 

8183 

8183 

8183 


UNIT UPDATED - Unit: 4273Z2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7598, 
7736 

EVENT REMARK - ** LOI search completed at 08/08/18 17:29:21 

UNIT UPDATED - Unit: 433S2, Status: 97, Location: 4051 BOSTON AVE SD, Employees: 4638 

UNIT UPDATED - Unit: 433S2, Status: CL, Location: 4051 BOSTON AVE SD, Employees: 4638 

UNIT UPDATED - Unit: 433S2, Status: ER, Location: 4051 BOSTON AVE SD, Employees: 4638 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:29:28, Total Assigned Units: 28, 

UNIT UPDATED - Unit: 725Z2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

EVENT REMARK - ** LOI search completed at 08/08/18 17:29:34 

UNIT UPDATED - Unit: 712Z2, Status: ER, Location: 4051 BOSTON AVE SD, Employees: 7473, 
7657 

UNIT UPDATED - Unit: 712Z2, Status: CL, Location: 4051 BOSTON AVE SD, Employees: 7473, 
7657 

UNIT UPDATED - Unit: 712Z2, Status: ER, Location: 4051 BOSTON AVE SD, Employees: 7473, 
7657 

UNIT UPDATED - Unit: 725Z2, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

EVENT REMARK 452Q - WHERE INITIAL 245 OCCRD AT REAR 4056 BOSTON 
EVENT REMARK - 447Y2 - WITN CHKS ON EAST SIDE OF STREET 

UNIT UPDATED - Unit: 712Z2, Status: 97, Location: 4051 BOSTON AVE SD, Employees: 7473, 
7657 

EVENT REMARK - 433S2 - ENG 12 WORKING ON VICT 
EVENT UPDATED - Total Assigned Units: 29, 

UNIT UPDATED - Unit: 457E, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6720 
UNIT UPDATED - Unit: 457E, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6720 
EVENT UPDATED - Rms Transfer Time: 08/08/18 17:31:37, Total Assigned Units: 30, 

UNIT UPDATED - Unit: 514Y2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7179 
UNIT UPDATED - Unit: 514Y2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7179 
UNIT UPDATED - Unit: L5, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 5375 
UNIT UPDATED - Unit: L5, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 5375 
EVENT REMARK - ** LOI search completed at 08/08/18 17:32:12 

UNIT UPDATED - Unit:452Q, Status: CL, Location: 4056 BOSTON AVE SD, Employees: 6912 
UNIT UPDATED - Unit: 452Q, Status: 97, Location: 4056 BOSTON AVE SD, Employees: 6912 
UNIT UPDATED - Unit: 452Q, Status: ER, Location: 4056 BOSTON AVE SD, Employees: 6912 
EVENT REMARK - ** LOI search completed at 08/08/18 17:32:20 
UNIT UPDATED - Unit: 446Y2, Status: ER, Location: SE SUB, Employees: 7564 
UNIT UPDATED - Unit: 446Y2, Status: CL, Location: SE SUB, Employees: 7564 
UNIT UPDATED - Unit: 446Y2, Status: ER, Location: SE SUB, Employees: 7564 
EVENT REMARK - 515Y2 - MEDIC 11 AT 4051 BOSTON 
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08/08/18 

17:32:29 


08/08/18 

17:32:43 

trc07 

8183 

EVENT REMARK - 447Y2 - MEDIC 10 

08/08/18 

17:33:06 

$440PT2 

6996 

EVENT REMARK - holding the perimeter at 40th and national 

08/08/18 

17:33:51 

trc07 

8183 

EVENT REMARK - 452Q - CHECKING BACK OF 4056 BOSTON 

08/08/18 

17:34:27 

trc07 

8183 

EVENT REMARK - 515Y2 - ENG 12 AT 4000 BOSTON *** SCENE 1 WILL BOSTON, SCENE 2 

WILL BE 40TH/NATIONAL 

08/08/18 

17:34:37 

trc07 

8183 

EVENT REMARK - 447Y2 - MEDIC 10 TO UCSD 

08/08/18 

17:34:56 

trc07 

8183 

EVENT REMARK - 515Y2 - 447Y2 HAS SCENE 2 

08/08/18 

17:35:06 

trc07 

8183 

EVENT REMARK - 434Z2 - HAMILTON WILL BE RIDING IN AMBULANCE 

08/08/18 

17:35:18 

trc07 

8183 

EVENT REMARK - 447Y2 - OFCR DOWNING RIDING IN MEDIC 10 

08/08/18 

17:35:28 

DBServer 

8814 

EVENT REMARK - ** LOI search completed at 08/08/18 17:35:28 

08/08/18 

17:35:28 

trcOl 

8814 

UNIT UPDATED - Unit: 434Z2, Status: CL, Location: 1156 S 40TH ST SD, Employees: 7158, 7339 

08/08/18 

17:35:28 

trcOl 

8814 

UNIT UPDATED - Unit: 434Z2, Status: ER, Location: 1156 S 40TH ST SD, Employees: 7158, 7339 

08/08/18 

17:35:28 

trcOl 

8814 

UNIT UPDATED - Unit: 434Z2, Status: 97, Location: 1156 S 40TH ST SD, Employees: 7158, 7339 

08/08/18 

17:35:53 

$4273Z2 

7598 

UNIT UPDATED - Unit: 4273Z2, Status: AV, Location:, Employees: 7598, 7736 

08/08/18 

17:35:54 

$4273Z2 

7598 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:35:54, Total Assigned Units: 29, 

08/08/18 

17:36:16 

trc07 

8183 

EVENT REMARK - 515Y2 - VEH AT 40TH/NEWTON 

08/08/18 

17:36:27 

trc07 

8183 

EVENT UPDATED - Total Assigned Units: 30, 

08/08/18 

17:36:27 

trc07 

8183 

UNIT UPDATED - Unit: 3924M, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6620 

08/08/18 

17:37:09 

trc07 

8183 

EVENT REMARK - Original message from unit 444Z2 - 08/08/2018 05:36 PM McPARTLAND, 
SCOTT (6445): FOR RECORD, WE RE AT NATIONAL/S 41ST 1184,.MEDIA 97...WHERE DO THEY 
WANT THEM TO STAGE? 

08/08/18 

17:37:17 

trc05 

8225 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:37:17, Total Assigned Units: 31, 

08/08/18 

17:37:17 

trc05 

8225 

UNIT UPDATED - Unit: 3921M, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 

08/08/18 

17:37:46 

trcOl 

8814 

EVENT UPDATED - Total Assigned Units: 30, 

08/08/18 

17:37:46 

trcOl 

8814 

EVENT UPDATED - Total Assigned Units: 31, 

08/08/18 

17:37:46 

trcOl 

8814 

UNIT UPDATED - Unit: 3921M, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 

08/08/18 

17:37:46 

trcOl 

8814 

UNIT UPDATED - Unit: 3921M, Status: AV, Location:, Employees: 

08/08/18 

.17:37:46 

trcOl 

8814 

UNIT UPDATED - Unit: 3921M, Status: UC, Location:, Employees: 

08/08/18 

17:37:52 

trc07 

8183 

EVENT REMARK - L5 - * * * MEDIA TO STAGE AT 40TH/NATIONAL 

08/08/18 

17:38:10 

trc05 

8225 

EVENT UPDATED - Total Assigned Units: 30, 

08/08/18 

17:38:10 

trc05 

8225 

UNIT UPDATED - Unit: 3921M, Status: AV, Location:, Employees: 

08/08/18 

17:38:16 

trcOl 

8814 

EVENT UPDATED - Total Assigned Units: 29, 

08/08/18 

17:38:16 

trcOl 

8814 

UNIT UPDATED - Unit: 3924M, Status: AV, Location:, Employees: 6620 

08/08/18 

17:38:16 

trcOl 

8814 

UNIT UPDATED - Unit: 3924M, Status: UC, Location:, Employees: 6620 

08/08/18 

17:38:24 

trc07 

8183 

EVENT REMARK - 452Q - BACKYARD IS CLR, CLRG INTERIOR 

08/08/18 

17:38:28 

trc05 

8225 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:38:16, Total Assigned Units: 30, 


trc05 

8225 

UNIT UPDATED - Unit: 3921M, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 4491 
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08/08/18 

17:38:28 

08/08/18 

17:38:29 

08/08/18 

17:38:30 

08/08/18 

17:38:30 

08/08/18 

17:38:44 

08/08/18 

17:38:44 

08/08/18 

17:39:28 

08/08/18 

17:39:28 

08/08/18 

17:39:28 

08/08/18 

17:39:28 

08/08/18 

17:39:28 

08/08/18 

17:39:29 

08/08/18 

17:39:58 

08/08/18 

17:40:12 

08/08/18 

17:40:13 

08/08/18 

17:40:31 

08/08/18 

17:40:31 

08/08/18 

17:40:31 

08/08/18 

17:40:31 

08/08/18 

17:41:09 

08/08/18 

17:41:09 

08/08/18 

17:41:09 

08/08/18 

17:41:10 

08/08/18 

17:41:10 

08/08/18 

17:41:13 

08/08/18 

17:41:21 

08/08/18 

17:41:23 

08/08/18 

17:42:08 

08/08/18 

17:42:23 

08/08/18 

17:43:14 

08/08/18 

17:43:47 

08/08/18 

17:43:47 

08/08/18 

17:44:04 

08/08/18 

17:44:04 


trc05 

trc07 

trc07 

trcOl 

trcOl 

trcOl 

trcOl 

trcOl 

trcOl 

trcOl 

trcOl 

trcOl 

$725Z2 

trc07 

DBServer 

trc07 

trc07 

trc07 

trcOl 

trcOl 

trcOl 

trcOl 

trcOl 

trc07 

S2923N2 

trc07 

trc07 

trc07 

trc07 

trc07 

trc07 

DBServer 

trc07 


8225 

8183 

8183 

8814 

8814 

8814 

8814 

8814 

8814 

8814 

8814 

8814 

7446 

8183 

8183 

8183 

8183 

8183 

8814 

8814 

8814 

8814 

8814 

8183 

6545 

8183 

8183 

8183 

8183 

8183 

8183 

8183 

8183 


UNIT UPDATED - Unit: 3921M, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 4491 
EVENT UPDATED - Total Assigned Units: 31, 

UNIT UPDATED - Unit: 3922M, Status: DP, Location: 4036 80STON AVE SD, Employees: 5662 
EVENT UPDATED - Total Assigned Units: 32, 

UNIT UPDATED - Unit: 3924M, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6620 
EVENT UPDATED - Total Assigned Units: 31, 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:39:28, Total Assigned Units: 32, 

UNIT UPDATED - Unit: 3921M, Status: UC, Location:, Employees: 4491 

UNIT UPDATED - Unit: 3921M, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 4491 

UNIT UPDATED - Unit: 3921M, Status: AV, Location:, Employees: 4491 

UNIT UPDATED - Unit: 3921M, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 4491 

EVENT REMARK - MEDIC 11 ENRT TO UCSD HILLCREST// RC01 

UNIT UPDATED - Unit: 725Z2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

EVENT REMARK - 2906N2 - IMMOTHUBMIHMS 
EVENT REMARK - ** LOI search completed at 08/08/18 17:40:31 

UNIT UPDATED - Unit: 2906N2, Status: ER, Location: S 40TH ST/BOSTON AVE SD, Employees: 
6622 

UNIT UPDATED - Unit: 2906N2, Status: CL, Location: S 40TH ST/BOSTON AVE SD, Employees: 
6622 

UNIT UPDATED Unit: 2906N2, Status: 97, Location: S 40TH ST/BOSTON AVE SD, Employees: 
6622 

EVENT UPDATED - Total Assigned Units: 31, 

UNIT UPDATED - Unit: 3922M, Status: UC, Location:, Employees: 5662 
UNIT UPDATED - Unit 3922M, Status: AV, Location:, Employees: 5662 
EVENT UPDATED Rms Transfer Time: 08/08/18 17:41:10, Total Assigned Units: 32, 

UNIT UPDATED - Unit 3922M, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 5662 

EVENT REMARK - 440L - 430L TO MAKE IT TO SUB 

EVENT REMARK - 446Y ENRT TO SE SUB W 2923N FOR PEER SUPPORT 

EVENT REMARK - L5 - CRIME SCENE IS SECURE 

EVENT REMARK - 434Z2 - INITIAL SCENE, PER VICT MACHETE SILV NO HANDLE SHOULD BE 
IN BACKYARD 

EVENT REMARK - 452Q - INTERIOR AND REAR OF RESD CHKS C4, NO VICT 

EVENT REMARK - 440PT2 - MEDIA 97 AT 4000 NATIONAL 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:43:47, Total Assigned Units: 33, 

UNIT UPDATED - Unit: 3925M, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 

EVENT REMARK - ** LOI search completed at 08/08/18 17:44:04 

UNIT UPDATED - Unit: L5, Status: 97, Location: 1028 41ST ST SD, Employees: 5375 
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08/08/18 

17:44:04 

trc07 

8183 

08/08/18 

17:44:04 

trc07 

8183 

08/08/18 

17:45:05 

trc07 

8183 

08/08/18 

17:45:05 

trc07 

8183 

08/08/18 

17:45:05 

trc07 

8183 

08/08/18 

17:45:06 

DBServer 

8183 

08/08/18 

17:45:07 

trc05 

8225 

08/08/18 

17:45:07 

trc05 

8225 

08/08/18 

17:45:33 

trc07 

8183 

08/08/18 

17:45:33 

trc07 

8183 

08/08/18 

17:45:34 

trc07 

8183 

08/08/18 

17:46:09 

trc05 

8225 

08/08/18 

17:46:09 

trc05 

8225 

08/08/18 

17:47:31 

DBServer 

8183 

08/08/18 

17:47:31 

trc07 

8183 

08/08/18 

17:47:31 

trc07 

8183 

08/08/18 

17:47:31 

trc07 

8183 

08/08/18 

17:47:46 

DBServer 

8183 

08/08/18 

17:47:46 

trc07 

8183 

08/08/18 

17:47:46 

trc07 

8183 

08/08/18 

17:47:46 

trc07 

8183 

08/08/18 

17:48:27 

trc07 

8183 

08/08/18 

17:48:27 

trc07 

8183 

08/08/18 

17:48:43 

$430PT2 

6759 

08/08/18 

17:49:01 

$2905N2 

6329 

08/08/18 

17:49:12 

$2905N2 

6329 

08/08/18 

17:49:28 

$2905N2 

6329 

08/08/18 

17:49:28 

$2905N2 

6329 

08/08/18 

17:49:48 

trc07 

8183 

08/08/18 

17:49:48 

trc07 

8183 

08/08/18 

17:49:48 

trc07 

8183 

08/08/18 

17:49:48 

trc07 

8183 

08/08/18 

17:49:48 

trc07 

8183 

08/08/18 

17:49:48 

trc07 

8183 

08/08/18 

17:49:58 

$512S1 

5937 


UNIT UPDATED - Unit: L5, Status: CL, Location: 1028 41ST ST SD, Employees: 5375 
UNIT UPDATED - Unit: L5, Status: ER, Location: 1028 41ST ST SD, Employees: 5375 
UNIT UPDATED - Unit: 2923N2, Status: CL, Location: 1028 S 41ST ST SD, Employees: 6545 
UNIT UPDATED - Unit: 2923N2, Status: ER, Location: 1028 S 41ST ST SD, Employees: 6545 
UNIT UPDATED - Unit: 2923N2, Status: 97, Location: 1028 S 41ST ST SD, Employees: 6545 
EVENT REMARK - ** LOI search completed at 08/08/18 17:45:06 
EVENT UPDATED - Total Assigned Units: 34, 

UNIT UPDATED - Unit: 512S1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 5937 
EVENT UPDATED - Rms Transfer Time: 08/08/18 17:45:33, Total Assigned Units: 35, 

UNIT UPDATED - Unit: 4001S, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 5336 
UNIT UPDATED - Unit: 4001S, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 5336 
EVENT UPDATED - Rms Transfer Time: 08/08/18 17:46:09, Total Assigned Units: 36, 

UNIT UPDATED - Unit: 521J1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7677 
EVENT REMARK - ** LOI search completed at 08/08/18 17:47:31 

UNIT UPDATED - Unit: 440L, Status: ER, Location: * * * CP 40TH/NATIONAL, Employees: 4886 

UNIT UPDATED - Unit: 440L, Status: CL, Location: * * * CP 40TH/NATIONAL, Employees: 4886 

UNIT UPDATED - Unit: 440L, Status: 97, Location: * * * CP 40TH/NATIONAL, Employees: 4886 

EVENT REMARK - ** LOI search completed at 08/08/18 17:47:46 

UNIT UPDATED - Unit: 434Z2, Status: ER, Location: UCSD, Employees: 7158, 7339 

UNIT UPDATED - Unit: 434Z2, Status: CL, Location: UCSD, Employees: 7158, 7339 

UNIT UPDATED - Unit: 434Z2, Status: ER, Location: UCSD, Employees: 7158, 7339 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:48:27, Total Assigned Units: 37, 

UNIT UPDATED - Unit: 430PT2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6759, 
9966 

UNIT UPDATED - Unit: 430PT2, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 6759, 
9966 

UNIT UPDATED - Unit: 2905N2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6329 
UNIT UPDATED - Unit: 2905N2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6329 
EVENT UPDATED - Total Assigned Units: 36, 

UNIT UPDATED - Unit: 2905N2, Status: AV, Location:, Employees: 6329 
EVENT UPDATED - Total Assigned Units: 35, 

EVENT UPDATED - Rms Transfer Time: 08/08/18 17:49:48, Total Assigned Units: 36, 

UNIT UPDATED - Unit: 521J1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7677 

UNIT UPDATED - Unit: 521J1, Status: AV, Location:, Employees: 7677 

UNIT UPDATED - Unit: 521J1, Status: UC, Location:, Employees: 7677 

UNIT UPDATED - Unit: 521J1, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7677 

UNIT UPDATED - Unit: 512S1, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 5937 
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08/08/18 

17:50:33 

trc07 

8183 

EVENT REMARK 

08/08/18 

17:52:19 

trc07 

8183 

EVENT REMARK - 

08/08/18 

17:52:44 

$427122 

7081 

EVENT UPDATED 

08/08/18 

17:52:44 

$4271Z2 

7081 

UNIT UPDATED - 

08/08/18 

17:52:51 

DBServer 

5195 

EVENT REMARK - 

08/08/18 

17:52:51 

$833S2 

5195 

UNIT UPDATED - 

08/08/18 

17:52:51 

$833S2 

5195 

UNIT UPDATED - 

08/08/18 

17:52:57 

$L5 

5375 

EVENT UPDATED 

08/08/18 

17:52:57 

$L5 

5375 

UNIT UPDATED - 

08/08/18 

17:53:41 

trc08 

8759 

EVENT UPDATED 

08/08/18 

17:53:41 

trc08 

8759 

UNIT UPDATED - 

08/08/18 

17:53:41 

trc08 

8759 

UNIT UPDATED - 

08/08/18 

17:53:47 

$430PT2 

6759 

UNIT UPDATED - 

9966 

08/08/18 

17:53:49 

$430PT2 

6759 

UNIT UPDATED - 

9966 

08/08/18 

17:54:11 

trc06 

8295 

EVENT UPDATED 

08/08/18 

17:54:11 

trc06 

8295 

UNIT UPDATED - 

08/08/18 

17:54:12 

trc06 

8295 

UNIT UPDATED - 

08/08/18 

17:54:19 

trc06 

8295 

EVENT REMARK - 

08/08/18 

17:54:36 

trc07 

8183 

EVENT REMARK - 

08/08/18 

17:54:51 

trc07 

8183 

UNIT UPDATED - 

4491 

08/08/18 

17:54:51 

trc07 

8183 

UNIT UPDATED - 

4491 

08/08/18 

17:54:52 

DBServer 

8183 

EVENT REMARK - 

08/08/18 

17:54:52 

trc07 

8183 

UNIT UPDATED - 

4491 

08/08/18 

17:55:10 

trc08 

8759 

EVENT UPDATED 

08/08/18 

17:55:10 

trc08 

8759 

UNIT UPDATED - 

08/08/18 

17:55:59 

trc06 

8295 

EVENT UPDATED 

08/08/18 

17:55:59 

trc06 

8295 

UNIT UPDATED - 

08/08/18 

17:56:21 

trc07 

8183 

EVENT REMARK - 

08/08/18 

17:59:05 

trc07 

8183 

UNIT UPDATED - 

08/08/18 

17:59:05 

trc07 

8183 

UNIT UPDATED - 

08/08/18 

17:59:06 

DBServer 

8183 

EVENT REMARK - 

08/08/18 

17:59:06 

trc07 

8183 

UNIT UPDATED - 

08/08/18 

17:59:13 

DBServer 

8183 

EVENT REMARK - 

08/08/18 

17:59:13 

trc07 

8183 

UNIT UPDATED - 


431Y2 - 97 AT UCSD WITH SUSP 

443S2 - NEED TEMP FOR 1713HRS AND 1718HRS 

- Rms Transfer Time: 08/08/18 17:52:44, Total Assigned Units: 35, 

Unit: 4271Z2, Status: AV, Location:, Employees: 7081, 7739 

** LOI search completed at 08/08/18 17:52:51 

Unit: 833S2, Status: CL, Location: SE SUB, Employees: 5195 

Unit: 833S2, Status: ER, Location: SE SUB, Employees: 5195 

- Total Assigned Units: 34, 

Unit: L5, Status: AV, Location:, Employees: 5375 

- Rms Transfer Time: 08/08/18 17:53:41, Total Assigned Units: 33, 

Unit: 2906N2, Status: UC, Location:, Employees: 6622 

Unit: 2906N2, Status: AV, Location:, Employees: 6622 

Unit: 430PT2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6759, 

Unit: 430PT2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6759, 

- Rms Transfer Time: 08/08/18 17:54:11, Total Assigned Units: 34, 

Unit: 650S, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 

Unit: 650S, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 

650S — PEER SUPPORT 

4001S - NEED 2 ADDTL OIS PEER SUPPORT , RESPOND TO SE SUB 

Unit: 3921M, Status: CL, Location: S 40TH ST/NATIONAL AVE SD, Employees: 

Unit: 3921M, Status: ER, Location: S 40TH ST/NATIONAL AVE SD, Employees: 

** LOI search completed at 08/08/18 17:54:52 

Unit: 3921M, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 

- Total Assigned Units: 33, 

Unit: 820PT2, Status: AV, Location:, Employees: 6342, 9970 

- Rms Transfer Time: 08/08/18 17:55:59, Total Assigned Units: 34, 

Unit: 613S2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 5585 
515Y2 - WILL CALL ALL RPS AS WELL AS OFCR GONZALEZ 
Unit: 613S2, Status: ER, Location: SE SUB*PEER SUPPORT, Employees: 5585 
Unit: 613S2, Status: CL, Location: SE SUB*PEER SUPPORT, Employees: 5585 
** LOI search completed at 08/08/18 17:59:06 

Unit: 613S2, Status: ER, Location: SE SUB*PEER SUPPORT, Employees: 5585 
** LOI search completed at 08/08/18 17:59:13 

Unit: 4001S, Status: ER, Location: SE SUB*PEER SUPPORT, Employees: 5336 
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08/08/18 

17:59:13 

trc07 

8183 

08/08/18 

17:59:13 

trc07 

8183 

08/08/18 

18:00:19 

trc07 

8183 

08/08/18 

18:00:19 

trc07 

8183 

08/08/18 

18:00:19 

trc07 

8183 

08/08/18 

18:02:01 

trc07 

8183 

08/08/18 

18:02:01 

trc07 

8183 

08/08/18 

18:02:02 

trc07 

8183 

08/08/18 

18:02:13 

trc07 

8183 

08/08/18 

18:02:13 

trc07 

8183 

08/08/18 

18:02:13 

trc07 

8183 

08/08/18 

18:02:13 

trc07 

8183 

08/08/18 

18:02:13 

trc07 

8183 

08/08/18 

18:02:14 

trc07 

8183 

08/08/18 

18:02:59 

trc07 

8183 

08/08/18 

18:03:37 

$833S2 

5195 

08/08/18 

18:03:49 

trc07 

8183 

08/08/18 

18:03:49 

trc07 

8183 

08/08/18 

18:04:02 

trcOl 

8814 

08/08/18 

18:04:02 

trcOl 

8814 

08/08/18 

18:04:02 

trcOl 

8814 

08/08/18 

18:04:02 

trcOl 

8814 

08/08/18 

18:04:02 

trcOl 

8814 

08/08/18 

18:04:22 

trc07 

8183 

08/08/18 

18:06:16 

$452Q 

6912 

08/08/18 

18:06:16 

$452Q 

6912 

08/08/18 

18:06:16 

$452Q 

6912 

08/08/18 

18:07:44 

$3925M 

6193 

08/08/18 

18:07:45 

$3925M 

6193 

08/08/18 

18:07:46 

$3925M 

6193 

08/08/18 

18:07:47 

$3925M 

6193 

08/08/18 

18:07:48 

$3925M 

6193 

08/08/18 

18:07:49 

$3925M 

6193 

08/08/18 

18:07:50 

$3925M 

6193 


$441Z2 

7231 


UNIT UPDATED - Unit: 4001S, Status: ER, Location: SE SUB*PEER SUPPORT, Employees: 5336 
UNIT UPDATED - Unit: 4001S, Status: CL, Location: SE SUB*PEER SUPPORT, Employees: 5336 
EVENT UPDATED - Rms Transfer Time: 08/08/18 18:00:19, Total Assigned Units: 35, 

UNIT UPDATED - Unit: 430L, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 4702 
UNIT UPDATED - Unit: 430L, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 4702 
EVENT UPDATED - Total Assigned Units: 36, 

UNIT UPDATED - Unit: UNIT1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 4303 
UNIT UPDATED - Unit: UNIT1, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 4303 
EVENT UPDATED - Total Assigned Units: 35, 

EVENT UPDATED - Rms Transfer Time: 08/08/18 18:02:13, Total Assigned Units: 36, 

UNIT UPDATED - Unit UNIT1, Status: AV, Location:, Employees: 4303 

UNIT UPDATED - Unit: UNIT1, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
4303 

UNIT UPDATED - Unit: UNIT1, Status: UC, Location:, Employees: 4303 

UNIT UPDATED - Unit: UNIT1, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
4303 

EVENT REMARK - 434Z2 - INJURIES ARE NON LIFE THREATENING 
UNIT UPDATED - Unit: 833S2, Status: 97, Location: SE SUB, Employees: 5195 
EVENT UPDATED - Total Assigned Units: 37, 

UNIT UPDATED - Unit: 441Z2, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7066, 7231 

EVENT UPDATED - Total Assigned Units: 36, 

EVENT UPDATED - Rms Transfer Time: 08/08/18 18:04:02, Total Assigned Units: 37, 

UNIT UPDATED - Unit: 3925M, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 

UNIT UPDATED - Unit: 3925M, Status: AV, Location:, Employees: 

UNIT UPDATED - Unit: 3925M, Status: UC, Location:, Employees: 

EVENT REMARK - 440L - NEED FET TO ASSIST WITH WITN CHKS 

UNIT UPDATED - Unit: 452Q, Status: UC, Location:, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: UC, Location:, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: UC, Location:, Employees: 6912 

UNIT UPDATED - Unit: 3925M, Status: DC, Location: 4036 BOSTON AVE SD, Employees: 

UNIT UPDATED - Unit: 3925M, Status: DC, Location: 4036 BOSTON AVE SD, Employees: 6193 
UNIT UPDATED - Unit: 3925M, Status: UE, Location: 4036 BOSTON AVE SD, Employees: 6193 
UNIT UPDATED - Unit: 3925M, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6193 
UNIT UPDATED - Unit: 3925M, Status: DC, Location: 4036 BOSTON AVE SD, Employees: 6193 
UNIT UPDATED - Unit: 3925M, Status: DC, Location: 4036 BOSTON AVE SD, Employees: 6193 
UNIT UPDATED - Unit: 3925M, Status: DC, Location: 4036 BOSTON AVE SD, Employees: 6193 
UNIT UPDATED - 
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08/08/18 

18:08:50 

08/08/18 

18:11:41 

08/08/18 

18:11:47 


08/08/18 

18:13:18 


08/08/18 

18:13:19 

08/08/18 

18:14:02 

08/08/18 

18:16:20 

08/08/18 

18:19:57 

08/08/18 

18:19:57 

08/08/18 

18:19:57 

08/08/18 

18:19:57 

08/08/18 

18:22:24 

08/08/18 

18:22:31 

08/08/18 

18:23:20 

08/08/18 

18:24:59 

08/08/18 

18:24:59 


Unit: 441Z2, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 7066, 7231 

UNIT UPDATED - Unit 830PT2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6760, 
trc08 8759 9935 K ’ 

UNIT UPDATED - Unit: 838K3, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6699, 
trc08 8759 7360 


LD01 


8521 


MESSAGE SENT - CALLBACK: Original message from terminal tldOl - 8/8/2018 6:13:18 PM 
FRENCH, STEPHANIE (8521): 

***** CALLBACK ** FROM UNIT 443S2** NEED TEMP FOR 1713 AND 1718 HOURS ********* 
Location: 4 036 BOSTON AVE SD MUM: SD EID: 499882 TYPE CODE: 2451ME: 17:13:08 

WA/911 -■■■■■■■■■ 

I MACHETE CUT ANOTHER MALE 
(Duplicate Eventloc: 4051 BOSTON 

AVESQl • ■ " — - - 

Name: 


Comments: 




nd of Duplicate Event data 433S2 T4 FYI SENT TO LDET 438Z2 - ROLLING 
CODE 3 ** FRM EUCLID/NARANJA 443S2 T4 MEDICS 10-4 WILL STANDBACK MALE DOWN IFO 
4051 BOSTON, LANG BARRIER, TRYING FOR SUSP DESC BMA, 30-40, APPR RP SCREAMING AT 
HIM, NO SHIRT, BLK SHORTS IN MIDDLE OF STREET WITH CANE 446Y2 - SUSP RUNNING AT UT 
WITH CHAIN, TAZER DEPLOYED 438Z2 - FRM 43RD/LOGAN FYI SENT TO LDET FIRE 97 & 
STAGED 2ND RP WITH CT17 SAID PRIOR TO UNITS CONTACTING SUSP THAT SUSP IS OUTSIDE 
NOW AND SWINGING A CHAIN 438Z2 - SHOTS FIRED FYI SENT TO LDET AIRED ON P8 446Y2 - 
TRYING TO TAKE HIM SIC 446Y2 - STILL RESISTING 446Y2 - SHOTS FIRED TWICE AT HIM 438Z2 
- SIC, 2 SHOTS IN TORSO , LARGE CROWD 446Y2 - NEED UT TO 40TH/NEWTON MEDICS ENRT 
F0R 80TH w,c AND susp 447V2 - ™ 


HIS RP IS witness/HBH 

' HE V/AS OUTSIDE OF HIS VEH WHEN HE SAW THE SHOOTING// SAID PD 
OFCRS INVOLVED IN SHOOTING/// 434Z2 - MALE DOWN 40 YO CONS/BREATHING WITH 
SEVERAL LACERATIONS FIRE T4 ON MEDIC NEEDED AT 4051 BOSTON FOR VIC// RC01 PDA 
SMITH T4 VIA TEXT 434Z2 - NEED ACACIA GROVE/40TH BLOCKED OFF 443S2 - “WILL WORK 
OIS SIDE 452Q - NEED 1184 41ST/BOSTON 4000 BOSTON 515Y2 - ENOUGH UTS ON 
NATIONAL FRM 38TH-41ST 452Q - ACCESS FOR MEDICS 40TH ONTO BOSTON 447Y2 - * * * 
WILL BE SCRIBE 452Q - WHERE INITIAL 245 OCCRD AT REAR 4056 BOSTON 447Y2 - WITN 
CHKS ON EAST SIDE OF STREET 433S2 - ENG 12 WORKING ON VICT 51SY2 - MEDIC 11 AT 
4051 BOSTON 447Y2 -- MEDIC 10 holding the perimeter at 40th and national 452Q - CHECKING 
BACK OF 4056 BOSTON 515Y2 - ENG 12 AT 4000 BOSTON *** SCENE 1 WILL BOSTON, SCENE 2 
WILL BE 40TH/NATIONAL 447Y2 - MEDIC 10 TO UCSD 515Y2 - 447Y2 HAS SCENE 2 434Z2 - 
HAMILTON WILL BE RIDING IN AMBULANCE 447Y2 - OFCR DOWNING RIDING IN MEDIC 10 
515Y2 - VEH AT 40TH/NEWTON L5 - * * * MEDIA TO STAGE AT 40TH/NATIONAL 452Q - 
BACKYARD IS CLR, CLRG INTERIOR MEDIC 11 ENRT TO UCSD HILLCREST// RC01 2906N2 - WITN 
AT 40TH/BOSTON LIVES 440L - 430L TO MAKE IT TO SUB 446Y ENRT TO SE SUB W 2923N FOR 
PEER SUPPORT L5 - CRIME SCENE IS SECURE 434Z2 - INITIAL SCENE, PER VICT MACHETE SILV 
NO HANDLE SHOULD BE IN BACKYARD 452Q - INTERIOR AND REAR OF RESD CHKS C4, NO 
VICT 440PT2 - MEDIA 97 AT 4000 NATIONAL 431Y2 —97 AT UCSD WITH SUSP 443S2 - NEED 
TEMP FOR 1713HRS AND 1718HRS 650S - PEER SUPPORT 4001S - NEED 2 ADDTLOIS PEER 
SUPPORT, RESPOND TO SE SUB 515Y2 - WILL CALL ALL RPS AS WELL AS OFCR GONZALEZ 
434Z2 - INJURIES ARE NON LIFE THREATENING 440L - NEED FET TO ASSIST WITH WITN CHKS 


tldOl 

8521 

trc07 

8183 

tct02 

6677 

DBServer 

8183 

trc07 

8183 

trc07 

8183 

trc07 

8183 

trc07 

8183 

trc07 

8183 

$613S2 

5585 

DBServer 

8183 

trc07 

8183 


EVENT REMARK - 443S2 - CALLBACK ** NEED TEMP FOR 1713 AND 1718 HOURS 

UNIT UPDATED - Unit 3924M, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6620 

EVENT REMARK - ON CB FOR WEATHER, PER NATIONAL WEATHER SERVICE, WEATHER AT 
BOTH TIMES FOR THIS ADDR WAS 86 DEGREES FAHRENHEIT. 

EVENT REMARK - ** LOI search completed at 08/08/18 18:19:57 

UNIT UPDATED - Unit: 3922M, Status: 97, Location: S41ST ST/NATIONAL AVE SD, Employees: 
5662 

UNIT UPDATED - Unit: 3922M, Status: CL, Location: S 41ST ST/NATIONAL AVE SD, Employees: 
5662 

UNIT UPDATED - Unit: 3922M, Status: ER, Location: S 41ST ST/NATIONAL AVE SD, Employees: 
5662 

EVENT REMARK - 452Q - NEED FIRE TO BRING LADDER TO 4056 BOSTON 
EVENT REMARK - FIRE T4 ENRT 

UNIT UPDATED - Unit: 613S2, Status: 97, Location: SE SUB'PEER SUPPORT, Employees: 5585 
EVENT REMARK - ** LOI search completed at 08/08/18 18:24:59 

UNIT UPDATED - Unit 3924M, Status: 97, Location: S 40TH ST/NEWTON AVE SD, Employees: 
6620 
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08/08/18 

18:24:59 

trc07 

8183 

08/08/18 

18:24:59 

trc07 

8183 

08/08/18 

18:25:34 

trc07 

8183 

08/08/18 

18:25:34 

trc07 

8183 

08/08/18 

18:25:35 

DBServer 

8183 

08/08/18 

18:25:35 

trc07 

8183 

08/08/18 

18:26:00 

$452Q 

6912 

08/08/18 

18:26:23 

$452Q 

6912 

08/08/18 

18:26:23 

$452Q 

6912 

08/08/18 

18:26:23 

$452Q 

6912 

08/08/18 

18:28:09 

$452Q 

6912 

08/08/18 

18:29:47 

trc07 

8183 

08/08/18 

18:29:47 

trc07 

8183 

08/08/18 

18:30:40 

S833S2 

5195 

08/08/18 

18:32:00 

$444Z2 

6445 

08/08/18 

18:32:01 

trc06 

8295 

08/08/18 

18:32:26 

$444Z2 

6445 

08/08/18 

18:33:11 

$444Z2 

6445 

08/08/18 

18:35:38 

trc07 

8183 

08/08/18 

18:36:01 

trc07 

8183 

08/08/18 

18:36:35 

trc07 

8183 

08/08/18 

18:40:09 

trclO 

8214 

08/08/18 

18:41:52 

$833S2 

5195 

08/08/18 

18:44:23 

trc07 

8183 

08/08/18 

18:44:23 

trc07 

8183 

08/08/18 

18:52:51 

trc07 

8183 

08/08/18 

18:52:51 

trc07 

8183 

08/08/18 

18:52:52 

DBServer 

8183 

08/08/18 

18:52:52 

trc07 

8183 

08/08/18 

19:01:10 

trc05 

8225 

08/08/18 

19:01:10 

trc05 

8225 

08/08/18 

19:01:10 

trc05 

8225 

08/08/18 

19:15:45 

trc07 

8183 


trc07 

8183 


UNIT UPDATED - Unit: 3924M, Status: ER, Location: S 40TH ST/NEWTON AVE SD, Employees: 
6620 

UNIT UPDATED - Unit: 3924M, Status: CL, Location: S 40TH ST/NEWTON AVE SD, Employees: 
6620 

UNIT UPDATED - Unit: 431Y2, Status: CL, Location: UCSD, Employees: 7203 

UNIT UPDATED - Unit:431Y2, Status: ER, Location: UCSD, Employees: 7203 

EVENT REMARK - ** LOI search completed at 08/08/18 18:25:35 

UNIT UPDATED - Unit: 431Y2, Status: 97, Location: UCSD, Employees: 7203 

UNIT UPDATED - Unit 452Q, Status: UC, Location:, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: UC, Location:, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: UC, Location:, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: UC, Location:, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: UC, Location:, Employees: 6912 

EVENT UPDATED - Rms Transfer Time: 08/08/18 18:29:47, Total Assigned Units: 36, 

UNIT UPDATED - Unit: 521J1, Status: AV, Location:, Employees: 7677 

UNIT UPDATED - Unit: 833S2, Status: ER, Location: SE SUB, Employees: 5195 

UNIT UPDATED - Unit: 444Z2, Status: UC, Location: 1112 S 37TH ST SD, Employees: 6213, 6445 

UNIT UPDATED - Unit: 650S, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 

UNIT UPDATED - Unit: 444Z2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6213, 
6445 

UNIT UPDATED - Unit: 444Z2, Status: UC, Location: 1112 S 37TH ST SD, Employees: 6213, 6445 

EVENT REMARK - 440L - NEED MORE UTS FOR SCENE 2 TO ASSIST WITH WITN CHKS 

EVENT REMARK - 452Q - ENG 12 WITH LADDER, * * * RECOVERED SUSPS WPN, LOCATED 
ON ROOF 

EVENT REMARK - 444Z2 - WILL ASSIST WITH WITN CHKS AT SCENE 2 

EVENT REMARK - MEDIC 10 - PAUL MAXWELL ID PM3228 - ANDREA NISSLAY ID AN3675 

UNIT UPDATED - Unit: 833S2, Status: 97, Location: SE SUB, Employees: 5195 

EVENT UPDATED - Rms Transfer Time: 08/08/18 18:44:23, Total Assigned Units: 37, 

UNIT UPDATED - Unit: 400C, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
4973 

UNIT UPDATED - Unit: 2923N2, Status: ER, Location: SE SUB, Employees: 6545 

UNIT UPDATED - Unit: 2923N2, Status: CL, Location: SE SUB, Employees: 6545 

EVENT REMARK - ** LOI search completed at 08/08/18 18:52:52 

UNIT UPDATED - Unit: 2923N2, Status: 97, Location: SE SUB, Employees: 6545 

EVENT UPDATED - Rms Transfer Time: 08/08/18 19:01:10, Total Assigned Units: 36, 

UNIT UPDATED - Unit: 514Y2, Status: UC, Location:, Employees: 7179 

UNIT UPDATED - Unit: 514Y2, Status: AV, Location:, Employees: 7179 

EVENT REMARK - 725Z2 - SPOKE TO ANOTHER WITN WHO WITNESSED THE 245, GOT HER 
FI AND STATEMENT 

EVENT REMARK - 515Y2 - BRIEFING IS BEGINNING 


http://inetviewer.cad9! l.pd.sannet.gov/NetViewer/InquiryCommand/EventChi’onology?eve... 8/9/2018 




I/NetViewer: Event Chronology 


Page 15 of 26 


08/08/18 

19:16:56 

08/08/18 

19:18:22 

08/08/18 

19:18:23 

08/08/18 

19:18:24 

08/08/18 

19:18:25 

08/08/18 

19:18:26 

08/08/18 

19:21:11 

08/08/18 

19:32:39 

08/08/18 

19:32:39 

08/08/18 

19:35:11 

08/08/18 

19:35:44 

08/08/18 

19:35:53 

08/08/18 

19:35:53 

08/08/18 

19:36:15 

08/08/18 

19:36:15 

08/08/18 

19:41:11 

08/08/18 

19:41:11 

08/08/18 

19:42:00 

08/08/18 

19:42:00 

08/08/18 

19:47:46 

08/08/18 

19:48:26 

08/08/18 

19:48:26 


$452Q 

$452Q 

$452Q 

$452Q 

$452Q 

trc07 

SWC01 

$WC01 

$838K3 

$838K3 

$3925M 

S3925M 

S838K3 

$838K3 

S512S1 

S512S1 

$444Z2 

S444Z2 

trcll 

trcll 

RC11 


6912 

6912 

6912 

6912 

6912 

8183 

4189 

4189 

6699 

6699 

6193 

6193 

6699 

6699 

5937 

5937 

6445 

6445 

8918 


UNIT UPDATED - Unit: 452Q, Status: DC, Location: 4056 BOSTON AVE SO, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: DC, Location: 4056 BOSTON AVE SD, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: DC, Location: 4056 BOSTON AVE SD, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: DC, Location: 4056 BOSTON AVE SD, Employees: 6912 

UNIT UPDATED - Unit: 452Q, Status: UC, Location: 4056 BOSTON AVE SD, Employees: 6912 

UNIT UPDATED - Unit: 443S2, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
6187 

EVENT UPDATED - Rms Transfer Time: 08/08/18 19:32:39, Total Assigned Units: 35, 

UNIT UPDATED - Unit WC01, Status: AV, Location:, Employees: 4189 

UNIT UPDATED - Unit 838K3, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6699, 
7360 

UNIT UPDATED - Unit 838K3, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6699, 
7360 

EVENT UPDATED - Total Assigned Units: 34, 

UNIT UPDATED - Unit 3925M, Status: AV, Location:, Employees: 6193 

EVENT UPDATED - Rms Transfer Time: 08/08/18 19:36:15, Total Assigned Units: 33, 

UNIT UPDATED - Unit: 838K3, Status: AV, Location:, Employees: 6699,7360 
EVENT UPDATED - Rms Transfer Time: 08/08/18 19:41:11, Total Assigned Units: 32, 

UNIT UPDATED - Unit 512S1, Status: AV, Location:, Employees: 5937 

EVENT UPDATED - Rms Transfer Time: 08/08/18 19:42:00, Total Assigned Units: 31, 

UNIT UPDATED - Unit: 444Z2, Status: AV, Location:, Employees: 6213,6445 
EVENT REMARK - 431Y2 - SUSP 1144 AT 1945 HRS PRONOUNCED BY DR COSTANTINI 


8918 


EVENT REMARK - FYI SENT TO LD01 


8918 


MESSAGE SENT - FYI EVENT E18080013593: Original message from terminal trcll - 8/8/2018 
7:48:26 PM CAVANAUGH, ELIZABETH (8918): 

****** PLEASE REVIEW EVENT E18080013593 ****** 


Location: 40, 
Comments: 




CODE: 245 TIME: 17:13:08 
911 

MALE WITH MACHETE CUT ANOTHER MALE 
Duplicate EventLoc: 4051 BOSTON 

AVE S D,xstreets: S 40TH ST/PRIVATE RD. Type: 245 - ADW. - Subtype: HC - HOT CALL. Caller 
Name:® 

IMCall Souri 
■|W911 

MALE HIT MALE W MECHETE IN THE HEAD AC THE ST_ 

■■■■lEnd of Duplicate Event data 433S2-J4 FY!,S£NT' to LDET 438Z2 - ROLLING 
CODE 3 ** FRM EUCLID/NARANJA 443S2 T4 MEDICS 10-4^1 §TAMDBACK MALE DOWN IFO 
4051 BOSTON, LANG BARRIER, TRYING FOR SUSP D£$C GM.iy\30MO„ APPR RP SCREAMING AT 
HIM, NO SHIRT, BLK SHORTS IN MIDDLE OF STREET l iA'!r+f «NE , '#gY2 - SUSP RUNNING AT UT 
WITH CHAIN, TAZER DEPLOYED 438Z2 - FRM 43 RO/LOS AN P YI. SE (NT TO LDET FIRE 97 & 
STAGED 2ND RP WITH CT17 SAID PRIOR TO UNITS CONTApilNaiSUSP THAT SUSP IS OUTSIDE 
NOW AND SWINGING A CHAIN 438Z2 - SHOTS WLDET AIRED ON P8 446Y2 - 

TRYING TO TAKE HIM SIC 446Y2 - STILL RESISTING SHOTS' FIRED TWICE AT HIM 438Z2 

- SIC, 2 SHOTS IN TORSO, LARGE CROWD 446Y2 - NEED UT 7C740TH/NEWTON MEDICS ENRT 
FOR BOTH VIC AND SUSP 447Y2 - MEDICS EXPEDITE 434Z2 - SECURING 446Y2 VEH MEDICS T4 
TO EXPEDITE THIS RP IS WITNESS/^^^^^^^^^^Hi^^^H^^^^^^^H 
■■■■■■' HE WAS OUTSIDE OF HIS VEH WHEN HE SAW THE SHOOTING// SAID PD 
OFCRS INVOLVED IN SHOOTING///434Z2 - MALE DOWN 40 YO CONS/BREATHING WITH 
SEVERAL LACERATIONS FIRE T4 ON MEDIC NEEDED AT 4051 BOSTON FOR VIC// RC01 PDA 
SMITH T4 VIA TEXT 434Z2 - NEED ACACIA GROVE/40TH BLOCKED OFF 443S2 - **WILL WORK 
OIS SIDE 452Q - NEED 118441ST/BOSTON 4000 BOSTON 51SY2 - ENOUGH UTS ON 
NATIONAL FRM 38TH-41ST 452Q - ACCESS FOR MEDICS 40TH ONTO BOSTON 447Y2 - * * * 
WILL BE SCRI3E 452Q - WHERE INITIAL 245 OCCRD AT REAR 4056 BOSTON 447Y2 - WITN 
CHKS ON EAST SIDE OF STREET 433S2 - ENG 12 WORKING ON VICT 515Y2 - MEDIC 11 AT 


4051 BOSTON 447Y2 -- MEDIC 10 holding the perimeter at 40th and national 452Q -- CHECKING 
BACK OF 4056 BOSTON 515Y2 - ENG 12 AT 4000 BOSTON *** SCENE 1 WILL BOSTON, SCENE 2 
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WILL BE 40TH/NATIONAL 447Y2 - MEDIC 10 TO UCSD 515Y2 - 447Y2 HAS SCENE 2 434Z2 - 
HAMILTON WILL BE RIDING IN AMBULANCE 447Y2 - OFCR DOWNING RIDING IN MEDIC 10 
515Y2 - VEH AT 40TH/NEWTON L5 - * * * MEDIA TO STAGE AT 40TH/NATIONAL 452Q - 
BACKYARD IS CLR, CLRG INTERIOR MEDIC 11 ENRT TO UCSD HILLCREST// RC01 2906N2 - WITN 
AT 40TH/BOSTON LIVES 440L - 430L TO MAKE IT TO SUB 446Y ENRT TO SE SUB W 2923N FOR 
PEER SUPPORT L5 - CRIME SCENE IS SECURE 434Z2 - INITIAL SCENE, PER VICT MACHETE SILV 
NO HANDLE SHOULD BE IN BACKYARD 452Q - INTERIOR AND REAR OF RESD CHKS C4, NO 
VICT 440PT2 - MEDIA 97 AT 4000 NATIONAL 431Y2 - 97 AT UCSD WITH SUSP 443S2 - NEED 
TEMP FOR 1713HRS AND 1718HRS 650S - PEER SUPPORT 4001S - NEED 2 ADDTL OIS PEER 
SUPPORT, RESPOND TO SE SUB 515Y2 - WILL CALL ALL RPS AS WELL AS OFCR GONZALEZ 
434Z2 - INJURIES ARE NON LIFE THREATENING 440L - NEED FET TO ASSIST WITH WITN CHKS 
443S2 - CALLBACK ** NEED TEMP FOR 1713 AND 1718 HOURS ON CB FOR WEATHER, PER 
NATIONAL WEATHER SERVICE, WEATHER AT BOTH TIMES FOR THIS ADDR WAS 86 DEGREES 
FAHRENHEIT. 452Q - NEED FIRE TO BRING LADDER TO 4056 BOSTON FIRE T4 ENRT 440L - 
NEED MORE UTS FOR SCENE 2 TO ASSIST WITH WITN CHKS 452Q - ENG 12 WITH LADDER, * * * 
RECOVERED SUSPS WPN, LOCATED ON ROOF 444Z2 - WILL ASSIST WITH WITN CHKS AT 
SCENE 2 725Z2 - SPOKE TO ANOTHER WITN WHO WITNESSED THE 245, GOT HER FI AND 
STATEMENT 515Y2 - BRIEFING IS BEGINNING 431Y2 - SUSP 1144 AT 1945 HRS PRONOUNCED 
BY DR COSTANTINI 


08/08/18 

19:49:14 

trcll 

8918 

EVENT REMARK - PER 434Z2 SGT T4 ON LAST 

08/08/18 

20:07:35 

$811Z2 

7326 

UNIT UPDATED - Unit: 811Z2, Status: UC, Location:, Employees: 6639, 7326 

08/08/18 

20:07:36 

$811Z2 

7326 

UNIT UPDATED - Unit: 811Z2, Status: UC, Location:, Employees: 6639, 7326 

08/08/18 

20:21:18 

trc03 

8441 

EVENT UPDATED - Total Assigned Units: 30, 

08/08/18 

20:21:18 

trc03 

8441 

UNIT UPDATED - Unit: 440L, Status: UC, Location:, Employees: 4886 

08/08/18 

20:21:18 

trc03 

8441 

UNIT UPDATED - Unit: 440L, Status: AV, Location:, Employees: 4886 

08/08/18 

20:21:19 

trc03 

8441 

EVENT UPDATED - Rms Transfer Time: 08/08/18 20:21:19, Total Assigned Units: 31, 

08/08/18 

20:21:19 

trc03 

8441 

UNIT UPDATED - Unit: 440L, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 4886 

08/08/18 

20:21:20 

trc03 

8441 

UNIT UPDATED - Unit: 440L, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 4886 

08/08/18 

20:32:11 

trc07 

8183 

UNIT UPDATED - Unit: 455Q, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6955, 
7403 

08/08/18 

20:32:16 

trc07 

8183 

UNIT UPDATED - Unit: 433R02, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
8334 

08/08/18 

20:32:18 

trc07 

8183 

UNIT UPDATED - Unit: 400C, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
4973 

08/08/18 

20:32:22 

trc07 

8183 

UNIT UPDATED - Unit: 440PT2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6996, 
9934 

08/08/18 

20:57:16 

trc06 

8183 

EVENT UPDATED - Rms Transfer Time: 08/08/18 20:57:16, Total Assigned Units: 32, 

08/08/18 

20:57:16 

trc06 

8183 

UNIT UPDATED - Unit: 837J3, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7360 

08/08/18 

20:57:16 

trc06 

8183 

UNIT UPDATED - Unit: 837J3, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7360 

08/08/18 

21:21:29 

trc07 

8220 

EVENT UPDATED - Rms Transfer Time: 08/08/18 21:21:29, Total Assigned Units: 31, 

08/08/18 

21:21:29 

trc07 

8220 

UNIT UPDATED - Unit: 457E, Status: AV, Location:, Employees: 6720 

08/08/18 

21:23:41 

trc07 

8220 

EVENT REMARK - 443S2 - AS UNITS CLEAR//TURN IN A9 TO 447Y AT 40TH/NEWTOWN 

08/08/18 

21:25:44 

trc07 

8220 

EVENT UPDATED - Rms Transfer Time: 08/08/18 21:25:44, Total Assigned Units: 30, 

08/08/18 

21:25:44 

trc07 

8220 

UNIT UPDATED - Unit: 515Y2, Status: UC, Location:, Employees: 5540 

08/08/18 

21:25:44 

trc07 

8220 

UNIT UPDATED - Unit: 515Y2, Status: AV, Location:, Employees: 5540 

08/08/18 

21:38:34 

trc07 

8220 

EVENT REMARK - 443S2 - WILL USE 2ND WATCH FOR TRAFFIC POSTS 

08/08/18 

21:41:18 

trc07 

8220 

EVENT UPDATED - Total Assigned Units: 31, 

08/08/18 

21:41:18 

trc07 

8220 

UNIT UPDATED - Unit: 447J3, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
5999 
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08/08/18 

21:41:34 

trc07 

8220 

EVENT UPDATED - Rms Transfer Time: 08/08/18 21:41:34, Total Assigned Units: 30, 

08/08/18 

21:41:34 

trc07 

8220 

UNIT UPDATED - Unit: 400C, Status: AV, Location:, Employees: 4973 

08/08/18 

21:43:10 

trc07 

8220 

EVENT UPDATED - Rms Transfer Time: 08/08/18 21:43:10, Total Assigned Units: 31, 

08/08/18 

21:43:10 

trc07 

8220 

UNIT UPDATED - Unit: 444J3, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7318 

08/08/18 

21:43:15 

$444J3 

7318 

UNIT UPDATED - Unit: 444J3, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 7318 

08/08/18 

21:43:18 

$444J3 

7318 

UNIT UPDATED - Unit: 444J3, Status: ER, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7318 

08/08/18 

21:43:18 

DBServer 

8220 

EVENT REMARK - ** LOI search completed at 08/08/18 21:43:18 

08/08/18 

21:43:18 

trc07 

8220 

UNIT UPDATED - Unit: 444J3, Status: ER, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7318 

08/08/18 

21:43:18 

trc07 

8220 

UNIT UPDATED - Unit: 444J3, Status: CL, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7318 

08/08/18 

21:43:18 

trc07 

8220 

UNIT UPDATED - Unit: 444J3, Status: ER, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7318 

08/08/18 

21:43:29 

$447J 3 

5999 

UNIT UPDATED - Unit: 447J3, Status: ER, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
5999 

08/08/18 

21:44:40 

$447J 3 

5999 

UNIT UPDATED - Unit: 447J3, Status: UC, Location: 1500 ALTADENA AVE SD, Employees: 5999 

08/08/18 

21:46:03 

DBServer 

8220 

EVENT REMARK - ** LOI search completed at 08/08/18 21:46:03 

08/08/18 

21:46:03 

trc07 

8220 

UNIT UPDATED - Unit: 447J3, Status: CL, Location: S 40TH ST/NEWTON AVE SD, Employees: 
5999 

08/08/18 

21:46:03 

trc07 

8220 

UNIT UPDATED - Unit: 447J3, Status: 97, Location: S 40TH ST/NEWTON AVE SD, Employees: 

5999 

08/08/18 

21:46:03 

trc07 

8220 

UNIT UPDATED - Unit: 447J3, Status: ER, Location: S 40TH ST/NEWTON AVE SD, Employees: 
5999 

08/08/18 

21:46:11 

trc07 

8220 

UNIT UPDATED - Unit 444J3, Status: ER, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7318 

08/08/18 

21:46:11 

trc07 

8220 

UNIT UPDATED - Unit: 444J3, Status: CL, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7318 

08/08/18 

21:46:12 

DBServer 

8220 

EVENT REMARK - ** LOI search completed at 08/08/18 21:46:12 

08/08/18 

21:46:12 

trc07 

8220 

UNIT UPDATED - Unit: 444J3, Status: 97, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7318 

08/08/18 

21:50:43 

$447J 3 

5999 

UNIT UPDATED - Unit: 447J3, Status: 97, Location: S 40TH ST/NEWTON AVE SD, Employees: 
5999 

08/08/18 

21:52:17 

$833S2 

5195 

EVENT UPDATED - Rms Transfer Time: 08/08/18 21:52:17, Total Assigned Units: 30, 

08/08/18 

21:52:17 

$833S2 

5195 

UNIT UPDATED - Unit: 833S2, Status: AV, Location:, Employees: 5195 

08/08/18 

21:57:24 

trc07 

8220 

EVENT UPDATED - Rms Transfer Time: 08/08/18 21:57:24, Total Assigned Units: 29, 

08/08/18 

21:57:24 

trc07 

8220 

UNIT UPDATED - Unit: 3921M, Status: AV, Location:, Employees: 4491 

08/08/18 

21:59:00 

trc07 

8220 

EVENT UPDATED - Rms Transfer Time: 08/08/18 21:59:00, Total Assigned Units: 28, 

08/08/18 

21:59:00 

trc07 

8220 

UNIT UPDATED - Unit: 440L, Status: AV, Location:, Employees: 4886 

08/08/18 

21:59:19 

$811Z2 

7326 

EVENT UPDATED - Rms Transfer Time: 08/08/18 21:59:19, Total Assigned Units: 27, 

08/08/18 

21:59:19 

$811Z2 

7326 

UNIT UPDATED - Unit: 811Z2, Status: AV, Location:, Employees: 6639, 7326 

08/08/18 

22:06:05 

trc08 

8766 

EVENT UPDATED - Rms Transfer Time: 08/08/18 22:06:05, Total Assigned Units: 26, 

08/08/18 

22:06:05 

trc08 

8766 

UNIT UPDATED - Unit: 837J3, Status: AV, Location:, Employees: 7360 

08/08/18 

22:08:50 

$830PT2 

6760 

UNIT UPDATED - Unit: 830PT2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6760, 
9935 
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08/08/18 

22:09:20 

$830PT2 

6760 

UNIT UPDATED - Unit: 830PT2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6760, 
9935 

08/08/18 

22:10:13 

trc08 

8766 

EVENT UPDATED - Rms Transfer Time: 08/08/18 22:10:13, Total Assigned Units: 25, 

08/08/18 

22:10:13 

trc08 

8766 

UNIT UPDATED - Unit: 830PT2, Status: UC, Location:, Employees: 6760, 9935 

08/08/18 

22:10:13 

trc08 

8766 

UNIT UPDATED - Unit: 830PT2, Status: AV, Location:, Employees: 6760, 9935 

08/08/18 

22:17:26 

$440PT2 

6996 

UNIT UPDATED - Unit: 440PT2, Status: UC, Location: EUCLID AVE/IMPERIAL AVE SD, Employees: 

6996, 9934 

08/08/18 

22:18:24 

$440PT2 

6996 

UNIT UPDATED - Unit: 440PT2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6996, 
9934 

08/08/18 

22:22:17 

$3924M 

6620 

EVENT UPDATED - Rms Transfer Time: 08/08/18 22:22:17, Total Assigned Units: 24, 

08/08/18 

22:22:17 

$3924M 

6620 

UNIT UPDATED - Unit: 3924M, Status: AV, Location:, Employees: 6620 

08/08/18 

22:23:02 

$3922M 

5662 

EVENT UPDATED - Rms Transfer Time: 08/08/18 22:23:02, Total Assigned Units: 23, 

08/08/18 

22:23:02 

$3922M 

5662 

UNIT UPDATED - Unit: 3922M, Status: AV, Location:, Employees: 5662 

08/08/18 

22:30:23 

trc09 

8750 

EVENT UPDATED - Rms Transfer Time: 08/08/18 22:30:23, Total Assigned Units: 24, 

08/08/18 

22:30:23 

trc09 

8750 

UNIT UPDATED - Unit: 444Z2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6213, 
6445 

08/08/18 

22:30:24 

trc09 

8750 

UNIT UPDATED - Unit: 444Z2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 6213, 
6445 

08/08/18 

22:37:16 

$725Z2 

7446 

UNIT UPDATED - Unit: 725Z2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

08/08/18 

22:37:33 

$725Z2 

7446 

UNIT UPDATED - Unit: 725Z2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

08/08/18 

22:37:48 

$725Z2 

7446 

EVENT UPDATED - Rms Transfer Time: 08/08/18 22:37:48, Total Assigned Units: 23, 

08/08/18 

22:37:48 

$72522 

7446 

UNIT UPDATED - Unit: 725Z2, Status: AV, Location:, Employees: 7253, 7446 

08/08/18 

22:42:17 

trc07 

8220 

EVENT UPDATED - Rms Transfer Time: 08/08/18 22:42:17, Total Assigned Units: 24, 

08/08/18 

22:42:17 

trc07 

8220 

UNIT UPDATED - Unit: 725Z2, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

08/08/18 

22:42:23 

DBServer 

8220 

EVENT REMARK - ** LOI search completed at 08/08/18 22:42:23 

08/08/18 

22:42:23 

trc07 

8220 

UNIT UPDATED - Unit: 725Z2, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

08/08/18 

22:42:23 

trc07 

8220 

UNIT UPDATED - Unit: 725Z2, Status: CL, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

08/08/18 

22:42:23 

trc07 

8220 

UNIT UPDATED - Unit: 725Z2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

08/08/18 

22:42:32 

$725Z2 

7446 

UNIT UPDATED - Unit: 725Z2, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7253, 
7446 

08/08/18 

22:44:35 

$712Z2 

7657 

UNIT UPDATED - Unit: 712Z2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 7473, 
7657 

08/08/18 

22:44:48 

$712Z2 

7657 

UNIT UPDATED - Unit: 712Z2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 7473, 
7657 

08/08/18 

22:45:03 

DBServer 

7657 

EVENT REMARK - ** LOI search completed at 08/08/18 22:45:03 

08/08/18 

22:45:03 

$712Z2 

7657 

UNIT UPDATED - Unit: 712Z2, Status: ER, Location: SOUTHERN, Employees: 7473, 7657 

08/08/18 

22:45:03 

$712Z2 

7657 

UNIT UPDATED - Unit: 712Z2, Status: CL, Location: SOUTHERN, Employees: 7473, 7657 

08/08/18 

22:56:29 

$441Z2 

7231 

UNIT UPDATED - Unit: 441Z2, Status: UC, Location: 4501 LOGAN AVE SD, Employees: 7066, 

7231 

08/08/18 

22:58:03 

$441Z2 

7231 

UNIT UPDATED - Unit: 441Z2, Status: UC, Location: 4501 LOGAN AVE SD, Employees: 7066, 

7231 
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08/08/18 

23:00:45 

$712Z2 

7657 

08/08/18 

23:02:23 

trc07 

8220 

08/08/18 

23:12:05 

$433S2 

4638 

08/08/18 

23:12:06 

$433S2 

4638 

08/08/18 

23:17:27 

$430PT2 

6759 

08/08/18 

23:17:27 

$430PT2 

6759 

08/08/18 

23:17:27 

$430PT2 

6759 

08/08/18 

23:19:10 

$430PT2 

6759 

08/08/18 

23:19:10 

$430PT2 

6759 

08/08/18 

23:19:11 

$430PT2 

6759 

08/08/18 

23:20:19 

trc07 

8220 

08/08/18 

23:20:19 

trc07 

8220 

08/08/18 

23:21:00 

$725Z2 

7446 

08/08/18 

23:21:00 

$725Z2 

7446 

08/08/18 

23:50:08 

$613S2 

5585 

08/08/18 

23:50:08 

$613S2 

5585 

08/08/18 

23:53:50 

trc03 

8441 

08/08/18 

23:53:50 

trc03 

8441 

08/08/18 

23:56:09 

$712Z2 

7657 

08/08/18 

23:56:09 

$712Z2 

7657 

08/09/18 

00:32:58 

tldOl 

8108 

08/09/18 

00:32:58 

tldOl 

8108 

08/09/18 

00:32:58 

tldOl 

8108 

08/09/18 

00:33:06 

tldOl 

8108 

08/09/18 

00:33:06 

tldOl 

8108 

08/09/18 

00:33:07 

tldOl 

8108 

08/09/18 

00:34:05 

trc06 

8183 

08/09/18 

00:34:05 

trc06 

8183 

08/09/18 

00:34:41 

tldOl 

8108 

08/09/18 

00:34:41 

tldOl 

8108 

08/09/18 

00:34:41 

tldOl 

8108 

08/09/18 

00:34:47 

tldOl 

8108 

08/09/18 

00:34:47 

tldOl 

8108 

08/09/18 

00:34:48 

tldOl 

8108 

08/09/18 

00:42:13 

trc07 

8220 


trc07 

8220 


UNIT UPDATED - Unit: 712Z2, Status: 97, Location: SOUTHERN, Employees: 7473, 7657 
EVENT REMARK - 433S2 - UNITS AT 4000 BOSTON WILL STAY UNTIL RELIEVED 
UNIT UPDATED - Unit: 433S2, Status: AV, Location:, Employees: 4638 
EVENT UPDATED - Rms Transfer Time: 08/08/18 23:12:06, Total Assigned Units: 23, 

UNIT UPDATED - Unit:430PT2, Status: UC, Location:, Employees: 6759, 9966 
UNIT UPDATED - Unit: 430PT2, Status: UC, Location:, Employees: 6759, 9966 

UNIT UPDATED - Unit: 430PT2, Status: UC, Location:, Employees: 6759, 9966 

UNIT UPDATED - Unit: 430PT2, Status: UC, Location:, Employees: 6759, 9966 

UNIT UPDATED - Unit: 430PT2, Status: UC, Location:, Employees: 6759, 9966 

UNIT UPDATED - Unit: 430PT2, Status: UC, Location:, Employees: 6759, 9966 

EVENT UPDATED - Rms Transfer Time: 08/08/18 23:20:19, Total Assigned Units: 22, 

UNIT UPDATED - Unit: 438Z2, Status: AV, Location:, Employees: 7129, 7523 
EVENT UPDATED - Rms Transfer Time: 08/08/18 23:21:00, Total Assigned Units: 21, 

UNIT UPDATED - Unit: 725Z2, Status: AV, Location:, Employees: 7253, 7446 
EVENT UPDATED - Rms Transfer Time: 08/08/18 23:50:08, Total Assigned Units: 20, 

UNIT UPDATED - Unit: 613S2, Status: AV, Location:, Employees: 5585 

EVENT UPDATED - Rms Transfer Time: 08/08/18 23:53:50, Total Assigned Units: 19, 

UNIT UPDATED - Unit: 650S, Status: AV, Location:, Employees: 

EVENT UPDATED - Rms Transfer Time: 08/08/18 23:56:09, Total Assigned Units: 18, 

UNIT UPDATED - Unit: 712Z2, Status: AV, Location:, Employees: 7473, 7657 
EVENT UPDATED - Total Assigned Units: 17, 

UNIT UPDATED - Unit: 4001S, Status: AV, Location:, Employees: 5336 
UNIT UPDATED - Unit: 4001S, Status: UC, Location:, Employees: 5336 
EVENT UPDATED - Rms Transfer Time: 08/09/18 00:33:06, Total Assigned Units: 18, 

UNIT UPDATED - Unit: 4001S, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 5336 
UNIT UPDATED - Unit: 4001S, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 5336 
EVENT UPDATED - Rms Transfer Time: 08/09/18 00:34:05, Total Assigned Units: 19, 

UNIT UPDATED - Unit: 625S3, Status: DP, Location: UCSD, Employees: 5474 
EVENT UPDATED - Total Assigned Units: 18, 

UNIT UPDATED - Unit: UNIT1, Status: AV, Location:, Employees: 4303 
UNIT UPDATED - Unit: UNIT1, Status: UC, Location:, Employees: 4303 
EVENT UPDATED - Rms Transfer Time: 08/09/18 00:34:47, Total Assigned Units: 19, 

UNIT UPDATED - Unit: UNIT1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 4303 
UNIT UPDATED - Unit: UNIT1, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 4303 
EVENT UPDATED - Rms Transfer Time: 08/09/18 00:42:13, Total Assigned Units: 20, 

UNIT UPDATED - 
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08/09/18 

00:42:13 



Unit: 712R03, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 8447 

08/09/18 

00:43:14 

$712R03 

8447 

UNIT UPDATED - Unit: 712R03, Status: ER, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
8447 

08/09/18 

00:44:22 

trc07 

8220 

EVENT UPDATED - Rms Transfer Time: 08/09/18 00:44:22, Total Assigned Units: 21, 

08/09/18 

00:44:22 

trc07 

8220 

UNIT UPDATED - Unit: 125R03, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
8816 

08/09/18 

00:44:32 

$125R03 

8816 

UNIT UPDATED - Unit: 125R03, Status: ER, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
8816 

08/09/18 

00:53:14 

S444Z2 

6445 

UNIT UPDATED - Unit: 444Z2, Status: UC, Location: 1490 S 43RD ST SD, Employees: 6213, 6445 

08/09/18 

00:53:32 

$444Z2 

6445 

UNIT UPDATED - Unit: 444Z2, Status: UC, Location: 312 EUCLID AVE SD, Employees: 6213, 6445 

08/09/18 

00:54:01 

$444Z2 

6445 

UNIT UPDATED - Unit: 444Z2, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 6213, 
6445 

08/09/18 

00:54:43 

$712R03 

8447 

UNIT UPDATED - Unit: 712R03, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
8447 

08/09/18 

00:55:02 

trc06 

8183 

EVENT UPDATED - Rms Transfer Time: 08/09/18 00:55:02, Total Assigned Units: 22, 

08/09/18 

00:55:02 

trc06 

8183 

UNIT UPDATED - Unit: 615R03, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 8861 

08/09/18 

00:56:18 

$615R03 

8861 

UNIT UPDATED - Unit: 615R03, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 8861 

08/09/18 

00:57:37 

trc07 

8220 

UNIT UPDATED - Unit: 712R03, Status: CL, Location: S 41ST ST/BOSTON AVE SD, Employees: 
8447 

08/09/18 

00:57:37 

trc07 

8220 

UNIT UPDATED - Unit: 712R03, Status: ER, Location: S 41ST ST/BOSTON AVE SD, Employees: 
8447 

08/09/18 

00:57:38 

DBServer 

8220 

EVENT REMARK - ** LOI search completed at 08/09/18 00:57:38 

08/09/18 

00:57:38 

trc07 

8220 

UNIT UPDATED - Unit: 712R03, Status: 97, Location: S 41ST ST/BOSTON AVE SD, Employees: 
8447 

08/09/18 

00:57:48 

$2923N2 

6545 

EVENT UPDATED - Rms Transfer Time: 08/09/18 00:57:48, Total Assigned Units: 21, 

08/09/18 

00:57:48 

$2923N2 

6545 

UNIT UPDATED - Unit: 2923N2, Status: AV, Location:, Employees: 6545 

08/09/18 

00:59:33 

DBServer 

7339 

EVENT REMARK - ** LOI search completed at 08/09/18 00:59:33 

08/09/18 

00:59:33 

$434Z2 

7339 

UNIT UPDATED - Unit: 434Z2, Status: CL, Location: SE SUB, Employees: 7158, 7339 

08/09/18 

00:59:33 

$434Z2 

7339 

UNIT UPDATED - Unit: 434Z2, Status: ER, Location: SE SUB, Employees: 7158, 7339 

08/09/18 

00:59:43 

$434Z2 

7339 

UNIT UPDATED - Unit: 434Z2, Status: 97, Location: SE SUB, Employees: 7158, 7339 

08/09/18 

01:05:33 

$125R03 

8816 

UNIT UPDATED - Unit: 125R03, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
8816 

08/09/18 

01:06:48 

trc07 

8220 

EVENT UPDATED - Total Assigned Units: 20, 

08/09/18 

01:06:48 

trc07 

8220 

UNIT UPDATED - Unit: 455Q, Status: AV, Location;, Employees: 6955, 7403 

08/09/18 

01:06:51 

$441Z2 

7231 

EVENT UPDATED - Rms Transfer Time: 08/09/18 01:06:51, Total Assigned Units: 18, 

08/09/18 

01:06:51 

$441Z2 

7231 

UNIT UPDATED - Unit: 441Z2, Status: AV, Location:, Employees: 7066, 7231 

08/09/18 

01:06:51 

trc07 

8220 

EVENT UPDATED - Total Assigned Units: 19, 

08/09/18 

01:06:51 

trc07 

8220 

UNIT UPDATED - Unit: 452Q, Status: AV, Location:, Employees: 6912 

08/09/18 

01:14:23 

$615R03 

8861 

UNIT UPDATED - Unit: 615R03, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 8861 

08/09/18 

01:22:12 

$62553 

5474 

EVENT UPDATED - Rms Transfer Time: 08/09/18 01:22:12, Total Assigned Units: 17, 

08/09/18 

01:22:12 

$625S3 

5474 

UNIT UPDATED - Unit: 625S3, Status: AV, Location:, Employees: 5474 

08/09/18 

01:27:32 

$440PT2 

6996 

EVENT UPDATED - Rms Transfer Time: 08/09/18 01:27:32, Total Assigned Units: 16, 
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08/09/18 

01:27:32 

$440PT2 

6996 

08/09/18 

01:29:10 

$433R02 

8334 

08/09/18 

01:29:22 

$433R02 

8334 

08/09/18 

01:29:36 

$433R02 

8334 

08/09/18 

01:29:49 

$433R02 

8334 

08/09/18 

01:29:49 

$433R02 

8334 

08/09/18 

01:37:14 

$444Z2 

6445 

08/09/18 

01:37:14 

$444Z2 

6445 

08/09/18 

01:38:07 

tldOl 

8108 

08/09/18 

01:38:07 

tldOl 

8108 

08/09/18 

01:38:08 

tldOl 

8108 

08/09/18 

02:08:31 

$430PT2 

6759 

08/09/18 

02:08:32 

$430PT2 

6759 

08/09/18 

02:21:30 

$615R03 

8861 

08/09/18 

02:26:07 

$447Y2 

5459 

08/09/18 

02:26:07 

$447Y2 

5459 

08/09/18 

02:27:25 

trc07 

8220 

08/09/18 

02:27:25 

trc07 

8220 

08/09/18 

02:27:25 

trc07 

8220 

08/09/18 

02:31:40 

$431Y2 

7203 

08/09/18 

02:31:40 

$431Y2 

7203 

08/09/18 

02:40:33 

$443S2 

6187 

08/09/18 

02:40:33 

$443S2 

6187 

08/09/18 

02:45:23 

trc07 

8220 

08/09/18 

02:45:23 

trc07 

8220 

08/09/18 

02:45:35 

trc07 

8220 

08/09/18 

02:45:35 

trc07 

8220 

08/09/18 

02:45:48 

trc07 

8220 

08/09/18 

02:45:48 

trc07 

8220 

08/09/18 

02:46:12 

$712R03 

8447 

08/09/18 

03:05:58 

$615R03 

8861 

08/09/18 

03:12:31 

trc07 

8220 

08/09/18 

03:12:31 

trc07 

8220 

08/09/18 

03:12:31 

trc07 

8220 


UNIT UPDATED - Unit: 440PT2, Status: AV, Location:, Employees: 6996, 9934 

UNIT UPDATED - Unit: 433R02, Status: UC, Location: 7344 NEBRASKA AVE SD, Employees: 8334 

UNIT UPDATED - Unit: 433R02, Status: UC, Location: SOLOLA AVE/S EUCLID AVE SD, 

Employees: 8334 

UNIT UPDATED - Unit: 433R02, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 8334 

EVENT UPDATED - Rms Transfer Time: 08/09/18 01:29:49, Total Assigned Units: 15, 

UNIT UPDATED - Unit: 433R02, Status: AV, Location:, Employees: 8334 

EVENT UPDATED - Rms Transfer Time: 08/09/18 01:37:14, Total Assigned Units: 14, 

UNIT UPDATED - Unit: 444Z2, Status: AV, Location:, Employees: 6213, 6445 

EVENT UPDATED - Rms Transfer Time: 08/09/18 01:38:07, Total Assigned Units: 15, 

UNIT UPDATED - Unit: HOM4, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 

UNIT UPDATED - Unit: HOM4, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 

UNIT UPDATED - Unit:430PT2, Status: AV, Location:, Employees: 6759, 9966 

EVENT UPDATED - Rms Transfer Time: 08/09/18 02:08:32, Total Assigned Units: 14, 

UNIT UPDATED - Unit: 615R03, Status: UC, Location:, Employees: 8861 

EVENT UPDATED - Rms Transfer Time: 08/09/18 02:26:07, Total Assigned Units: 13, 

UNIT UPDATED - Unit: 447Y2, Status: AV, Location:, Employees: 5459 

EVENT UPDATED - Rms Transfer Time: 08/09/18 02:27:25, Total Assigned Units: 14, 

UNIT UPDATED - Unit: 434J3, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
6767 

UNIT UPDATED - Unit: 434J3, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
6767 

EVENT UPDATED - Rms Transfer Time: 08/09/18 02:31:40, Total Assigned Units: 13, 

UNIT UPDATED - Unit: 431Y2, Status: AV, Location:, Employees: 7203 

EVENT UPDATED - Rms Transfer Time: 08/09/18 02:40:33, Total Assigned Units: 12, 

UNIT UPDATED - Unit: 443S2, Status: AV, Location:, Employees: 6187 

EVENT UPDATED - Rms Transfer Time: 08/09/18 02:45:23, Total Assigned Units: 11, 

UNIT UPDATED - Unit: UNIT1, Status: AV, Location:, Employees: 4303 

EVENT UPDATED - Total Assigned Units: 10, 

UNIT UPDATED - Unit: 430L, Status: AV, Location:, Employees: 4702 

EVENT UPDATED - Rms Transfer Time: 08/09/18 02:45:48, Total Assigned Units: 9, 

UNIT UPDATED - Unit: 4001S, Status: AV, Location:, Employees: 5336 

UNIT UPDATED - Unit: 712R03, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 8447 

UNIT UPDATED - Unit: 615R03, Status: UC, Location: 4000 BOSTON, Employees: 8861 

EVENT UPDATED - Rms Transfer Time: 08/09/18 03:12:31, Total Assigned Units: 10, 

UNIT UPDATED - Unit: 431J3, Status: DP, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7661 

UNIT UPDATED - Unit: 431J3, Status: 97, Location: S 40TH ST/NATIONAL AVE SD, Employees: 
7661 
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08/09/18 

03:13:54 

$615R03 

8861 

08/09/18 

03:13:55 

$615R03 

8861 

08/09/18 

03:14:44 

$615R03 

8861 

08/09/18 

03:14:44 

$615R03 

8861 

08/09/18 

03:16:53 

J615R03 

8861 

08/09/18 

03:17:36 

J615R03 

8861 

08/09/18 

03:17:36 

$615R03 

8861 

08/09/18 

03:23:43 

trc07 

8220 

08/09/18 

03:23:43 

trc07 

8220 

08/09/18 

03:23:43 

trc07 

8220 

08/09/18 

03:55:34 

$431J3 

7661 

08/09/18 

03:55:57 

$431J3 

7661 

08/09/18 

03:56:17 

$431J3 

7661 

08/09/18 

04:01:17 

trc09 

8750 

08/09/18 

04:01:17 

trc09 

8750 

08/09/18 

04:09:11 

$447J3 

5999 

08/09/18 

04:09:50 

tld02 

8961 

08/09/18 

04:31:20 

trc07 

8220 

08/09/18 

05:01:01 

trc07 

8220 

08/09/18 

05:01:01 

trc07 

8220 

08/09/18 

05:04:07 

DBServer 

8220 

08/09/18 

05:04:07 

trc07 

8220 

08/09/18 

05:04:07 

trc07 

8220 

08/09/18 

05:04:07 

trc07 

8220 

08/09/18 

05:04:12 

trc07 

8220 

08/09/18 

05:04:12 

trc07 

8220 

08/09/18 

05:04:21 

$433J3 

7405 

08/09/18 

05:16:45 

$433J3 

7405 

08/09/18 

05:18:14 

$433J3 

7405 

08/09/18 

05:34:06 

trc07 

8220 

08/09/18 

05:34:06 

trc07 

8220 

08/09/18 

05:34:07 

trc07 

8220 

08/09/18 

05:34:46 

trc07 

8220 

08/09/18 

05:34:46 

trc07 

8220 


UNIT UPDATED - Unit: 615R03, Status: UC, Location:, Employees: 8861 

UNIT UPDATED - Unit: 615R03, Status: UC, Location:, Employees: 8861 

UNIT UPDATED - Unit: 615R03, Status: UC, Location:, Employees: 8861 

UNIT UPDATED - Unit: 615R03, Status: UC, Location:, Employees: 8861 

EVENT REMARK - LEXUS LICENSE PLATE ADDED IN ERROR 

UNIT UPDATED - Unit: 615R03, Status: UC, Location:, Employees: 8861 

UNIT UPDATED - Unit: 615R03, Status: UC, Location:, Employees: 8861 

EVENT UPDATED - Rms Transfer Time: 08/09/18 03:23:43, Total Assigned Units: 9, 

UNIT UPDATED - Unit:434J3, Status: AV, Location:, Employees: 6767 

UNIT UPDATED - Unit: 434J3, Status: UC, Location:, Employees: 6767 

UNIT UPDATED - Unit:431J3, Status: UC, Location: 749 RAVEN ST SD, Employees: 7661 

UNIT UPDATED - Unit: 431J3, Status: UC, Location: 4444 MARKET ST SD, Employees: 7661 

UNIT UPDATED - Unit:431J3, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 7661 

EVENT UPDATED - Rms Transfer Time: 08/09/18 04:01:17, Total Assigned Units: 8, 

UNIT UPDATED - Unit: 434Z2, Status: AV, Location:, Employees: 7158, 7339 
UNIT UPDATED - Unit: 447J3, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 5999 
EVENT REMARK - HARMONY T4, ETA IS WITHIN AN HOUR 
EVENT REMARK - 615R03 - HARMONY IS 97 

EVENT UPDATED - Rms Transfer Time: 08/09/18 05:01:01, Total Assigned Units: 9, 

UNIT UPDATED - Unit: 446J3, Status: DP, Location: S 41ST ST/BOSTON AVE SD, Employees: 

7270 

EVENT REMARK - ** LOI search completed at 08/09/18 05:04:07 

UNIT UPDATED - Unit: 446J3, Status: CL, Location: 7222 SKYLINE DR SD: ©SOUTHEASTERN 
DIVISION, Employees: 7270 

UNIT UPDATED - Unit: 446J3, Status: ER, Location: 7222 SKYLINE DR SD: ©SOUTHEASTERN 
DIVISION, Employees: 7270 

UNIT UPDATED - Unit: 446J3, Status: ER, Location: 7222 SKYLINE DR SD: ©SOUTHEASTERN 
DIVISION, Employees: 7270 

EVENT UPDATED - Rms Transfer Time: 08/09/18 05:04:12, Total Assigned Units: 10, 

UNIT UPDATED - Unit: 433J3, Status: DP, Location: S 41ST ST/BOSTON AVE SD, Employees: 

7405 

UNIT UPDATED - Unit: 433J3, Status: ER, Location: S 41ST ST/BOSTON AVE SD, Employees: 7405 

UNIT UPDATED - Unit: 433J3, Status: 97, Location: S 41ST ST/BOSTON AVE SD, Employees: 7405 

UNIT UPDATED - Unit: 433J3, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 7405 

UNIT UPDATED - Unit: 433J3, Status: AV, Location:, Employees: 7405 

UNIT UPDATED - Unit: 433J3, Status: UC, Location:, Employees: 7405 

EVENT UPDATED - Total Assigned Units: 9, 

EVENT UPDATED - Rms Transfer Time: 08/09/18 05:34:46, Total Assigned Units: 10, 

UNIT UPDATED - Unit: 433J3, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7405 
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(' 


08/09/18 

05:34:47 

trc07 

8220 

08/09/18 

05:34:51 

DBServer 

8220 

08/09/18 

05:34:51 

trc07 

8220 

08/09/18 

05:34:51 

trc07 

8220 

08/09/18 

05:34:51 

trc07 

8220 

08/09/18 

05:37:51 

$446J3 

7270 

08/09/18 

05:44:46 

trc07 

8105 

08/09/18 

06:01:55 

trc07 

8105 

08/09/18 

06:01:55 

trc07 

8105 

08/09/18 

06:01:55 

trc07 

8105 

08/09/18 

06:01:56 

DBServer 

8105 

08/09/18 

06:02:17 

trc07 

8105 

08/09/18 

06:04:21 

$125R03 

8816 

08/09/18 

06:04:21 

$125R03 

8816 

08/09/18 

06:05:22 

$615R03 

8861 

08/09/18 

06:05:22 

S615R03 

8861 

08/09/18 

06:14:15 

$433J3 

7405 

08/09/18 

06:14:17 

$433J3 

7405 

08/09/18 

06:16:22 

DBServer 

8447 

08/09/18 

06:16:22 

$712R03 

8447 

08/09/18 

06:16:22 

$712R03 

8447 

08/09/18 

06:26:02 

$712R03 

8447 

08/09/18 

06:26:02 

$712R03 

8447 

08/09/18 

06:34:28 

trc07 

8105 

08/09/18 

06:34:28 

trc07 

8105 

08/09/18 

06:34:34 

trc07 

8105 

08/09/18 

06:34:34 

trc07 

8105 

08/09/18 

06:34:44 

trc07 

8105 

08/09/18 

06:34:56 

$442I<1 

7272 

08/09/18 

06:35:39 

trc07 

8105 

08/09/18 

06:35:56 

DBServer 

8105 

08/09/18 

06:35:56 

trc07 

8105 

08/09/18 

06:35:56 

trc07 

8105 


UNIT UPDATED - Unit: 433J3, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7405 
EVENT REMARK - ** LOI search completed at 08/09/18 05:34:51 

UNIT UPDATED - Unit: 433J3, Status: ER, Location: S 41ST ST/BOSTON AVE SD, Employees: 7405 

UNIT UPDATED - Unit: 433J3, Status: 97, Location: S 41ST ST/BOSTON AVE SD, Employees: 7405 

UNIT UPDATED - Unit: 433J3, Status: CL, Location: S 41ST ST/BOSTON AVE SD, Employees: 7405 

UNIT UPDATED - Unit: 446J3, Status: 97, Location: 7222 SKYLINE DR SD: ©SOUTHEASTERN 

DIVISION, Employees: 7270 

EVENT REMARK - 431J3 - HARMONY FINISHED/WILL BREAK DOWN SCENE 40TH/NEWTON 

UNIT UPDATED - Unit: 447J3, Status: ER, Location: S 40TH ST/BOSTON AVE SD, Employees: 

5999 

UNIT UPDATED - Unit: 447J3, Status: CL, Location: S 40TH ST/BOSTON AVE SD, Employees: 

5999 

UNIT UPDATED - Unit: 447J3, Status: 97, Location: S 40TH ST/BOSTON AVE SD, Employees: 

5999 

EVENT REMARK - ** LOI search completed at 08/09/18 06:01:56 

EVENT REMARK - 447J3 - RELIEVING 615R03 AT S 40TH/BOSTON SD 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:04:21, Total Assigned Units: 9, 

UNIT UPDATED - Unit: 125R03, Status: AV, Location:, Employees: 8816 
EVENT UPDATED - Rms Transfer Time: 08/09/18 06:05:22, Total Assigned Units: 8, 

UNIT UPDATED - Unit: 615R03, Status: AV, Location:, Employees: 8861 

UNIT UPDATED - Unit: 433J3, Status: AV, Location:, Employees: 7405 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:14:17, Total Assigned Units: 7, 

EVENT REMARK - ** LOI search completed at 08/09/18 06:16:22 
UNIT UPDATED - Unit: 712R03, Status: ER, Location: SOUTHERN SUB, Employees: 8447 
UNIT UPDATED - Unit: 712R03, Status: CL, Location: SOUTHERN SUB, Employees: 8447 
EVENT UPDATED - Rms Transfer Time: 08/09/18 06:26:02, Total Assigned Units: 6, 

UNIT UPDATED - Unit: 712R03, Status: AV, Location:, Employees: 8447 
EVENT UPDATED - Total Assigned Units: 7, 

UNIT UPDATED - Unit: 444K1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 6629, 
6798 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:34:34, Total Assigned Units: 8, 

UNIT UPDATED - Unit: 442K1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7261, 
7272 

EVENT REMARK - 442K1 - WILL PICK UP 446Y2 VEH 

UNIT UPDATED - Unit: 442K1, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 7261, 
7272 

EVENT REMARK - 447J3 - ALSO NEEDS RELIEF 

EVENT REMARK - ** LOI search completed at 08/09/18 06:35:56 

UNIT UPDATED - Unit 431J3, Status: ER, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7661 

UNIT UPDATED - Unit: 431J3, Status: CL, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7661 


http://inetviewer.cad9 ll.pd.samiet.gov/NetViewer/InquiryCommand/EventChronology?eve... 8/9/2018 





I/NetViewer : Event Chronology Page 24 of 26 


08/09/18 

06:35:56 

trc07 

8105 

UNIT UPDATED - Unit: 431J3, Status: 97, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7661 

08/09/18 

06:37:55 

$442K1 

7272 

UNIT UPDATED - Unit: 442K1, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 7261, 
7272 

08/09/18 

06:39:19 

trc07 

8105 

EVENT UPDATED - Tota! Assigned Units: 9, 

08/09/18 

06:39:19 

trc07 

8105 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:39:19, Total Assigned Units: 10, 

08/09/18 

06:39:19 

trc07 

8105 

UNIT UPDATED - Unit: 441K1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7269, 
7322 

08/09/18 

06:39:19 

trc07 

8105 

UNIT UPDATED - Unit 446G1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7093, 
7752 

08/09/18 

06:41:21 

$446G1 

7752 

UNIT UPDATED - Unit: 446G1, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 7093, 
7752 

08/09/18 

06:42:23 

trc07 

8105 

EVENT REMARK - 444J3 - 444J3 AND 447J3 WILL NOT NEED RELIEF/ HARMONY LEAVING 
NOW/OPENING UP 

08/09/18 

06:42:37 

trc07 

8105 

EVENT UPDATED - Total Assigned Units: 9, 

08/09/18 

06:42:37 

trc07 

8105 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:42:37, Total Assigned Units: 10, 

08/09/18 

06:42:37 

trc07 

8105 

UNIT UPDATED - Unit: 446G1, Status: UC, Location:, Employees: 7093, 7752 

08/09/18 

06:42:37 

trc07 

8105 

UNIT UPDATED - Unit: 446G1, Status: DP, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7093, 7752 

08/09/18 

06:42:37 

trc07 

8105 

UNIT UPDATED - Unit: 446G1, Status: AV, Location:, Employees: 7093, 7752 

08/09/18 

06:42:38 

trc07 

8105 

UNIT UPDATED - Unit: 446G1, Status: ER, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7093, 7752 

08/09/18 

06:42:49 

trc07 

8105 

EVENT REMARK - 431J3 - NEEDS RELIEF/446G1 ENRT 

08/09/18 

06:45:58 

$446J3 

7270 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:45:58, Total Assigned Units: 9, 

08/09/18 

06:45:58 

$446J3 

7270 

UNIT UPDATED - Unit: 446J3, Status: AV, Location:, Employees: 7270 

08/09/18 

06:47:10 

trc07 

8105 

EVENT UPDATED - Total Assigned Units: 8, 

08/09/18 

06:47:10 

trc07 

8105 

UNIT UPDATED - Unit 441K1, Status: UC, Location:, Employees: 7269, 7322 

08/09/18 

06:47:10 

trc07 

8105 

UNIT UPDATED - Unit: 441K1, Status: AV, Location:, Employees: 7269, 7322 

08/09/18 

06:47:18 

trc07 

8105 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:47:18, Total Assigned Units: 7, 

08/09/18 

06:47:18 

trc07 

8105 

UNIT UPDATED - Unit: 446G1, Status: AV, Location:, Employees: 7093, 7752 

08/09/18 

06:47:18 

trc07 

8105 

UNIT UPDATED - Unit: 446G1, Status: UC, Location:, Employees: 7093, 7752 

08/09/18 

06:50:49 

DBServer 

7318 

EVENT REMARK - ** LOI search completed at 08/09/18 06:50:49 

08/09/18 

06:50:49 

$444J3 

7318 

UNIT UPDATED - Unit: 444J3, Status: ER, Location: SUB, Employees: 7318 

08/09/18 

06:50:49 

$444J3 

7318 

UNIT UPDATED - Unit: 444J3, Status: CL, Location: SUB, Employees: 7318 

08/09/18 

06:53:57 

trc07 

8105 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:53:57, Total Assigned Units: 8, 

08/09/18 

06:53:57 

trc07 

8105 

UNIT UPDATED - Unit: 446G1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7093, 
7752 

08/09/18 

06:55:25 

trc07 

8105 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:55:25, Total Assigned Units: 9, 

08/09/18 

06:55:25 

trc07 

8105 

UNIT UPDATED - Unit: 440PT1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7372, 
9943 

08/09/18 

06:55:31 

$440PT1 

7372 

UNIT UPDATED - Unit: 440PT1, Status: ER, Location: 4036 BOSTON AVE SD, Employees: 7372, 
9943 

08/09/18 

06:55:55 

trc07 

8105 

EVENT UPDATED - Total Assigned Units: 8, 
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08/09/18 

06:55:55 

trc07 

8105 

08/09/18 

06:55:55 

trc07 

8105 

08/09/18 

06:55:55 

trc07 

8105 

08/09/18 

06:55:55 

trc07 

8105 

08/09/18 

06:55:56 

trc07 

8105 

08/09/18 

06:56:12 

$447J3 

5999 

08/09/18 

06:56:12 

$447J3 

5999 

08/09/18 

06:56:52 

trc07 

8105 

08/09/18 

06:56:52 

trc07 

8105 

08/09/18 

07:00:22 

$446G1 

7752 

08/09/18 

07:00:38 

trc07 

8105 

08/09/18 

07:00:54 

$440PT1 

7372 

08/09/18 

07:00:55 

$440PT1 

7372 

08/09/18 

07:01:33 

trc07 

8105 

08/09/18 

07:01:59 

$441K1 

7322 

08/09/18 

07:01:59 

$441K1 

7322 

08/09/18 

07:03:39 

$444J3 

7318 

08/09/18 

07:04:53 

$444J3 

7318 

08/09/18 

07:04:53 

$444J3 

7318 

08/09/18 

07:10:12 

$442K1 

7272 

08/09/18 

07:10:19 

trc07 

8105 

08/09/18 

07:10:19 

trc07 

8105 

08/09/18 

07:10:19 

trc07 

8105 

08/09/18 

07:11:05 

$442 K1 

7272 

08/09/18 

07:11:05 

$442 K1 

7272 

08/09/18 

07:43:49 

$431)3 

7661 

08/09/18 

07:43:49 

$43113 

7661 

08/09/18 

08:43:23 

trc07 

8105 

08/09/18 

08:43:27 

$446G1 

7752 

08/09/18 

08:43:27 

$446G1 

7752 

08/09/18 

10:10:17 

trclO 

8342 

08/09/18 

10:10:17 

trclO 

8342 

08/09/18 

10:10:17 

trclO 

8342 

08/09/18 

10:10:17 

trclO 

8342 


EVENT UPDATED - Total Assigned Units: 9, 

UNIT UPDATED - Unit: 446G1, Status: AV, Location:, Employees: 7093, 7752 

UNIT UPDATED - Unit: 446G1, Status: UC, Location:, Employees: 7093, 7752 

UNIT UPDATED - Unit: 446G1, Status: DP, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7093, 7752 

UNIT UPDATED - Unit: 446G1, Status: ER, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7093, 7752 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:56:12, Total Assigned Units: 8, 

UNIT UPDATED - Unit:447J3, Status: AV, Location:, Employees: 5999 

EVENT UPDATED - Rms Transfer Time: 08/09/18 06:56:52, Total Assigned Units: 9, 

UNIT UPDATED - Unit: 441K1, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 7269, 
7322 

UNIT UPDATED - Unit: 446G1, Status: 97, Location: S 40TH ST/NEWTON AVE SD, Employees: 
7093, 7752 

EVENT REMARK - 442K1 - VEHS PICKED UP 

UNIT UPDATED - Unit: 440PT1, Status: AV, Location:, Employees: 7372, 9943 
EVENT UPDATED - Rms Transfer Time: 08/09/18 07:00:55, Total Assigned Units: 8, 

EVENT REMARK - 446G1 - COMMAND VAN 

EVENT UPDATED - Rms Transfer Time: 08/09/18 07:01:59, Total Assigned Units: 7, 

UNIT UPDATED - Unit: 441K1, Status: AV, Location:, Employees: 7269, 7322 

UNIT UPDATED - Unit: 444J3, Status: 97, Location: SUB, Employees: 7318 

EVENT UPDATED - Rms Transfer Time: 08/09/18 07:04:53, Total Assigned Units: 6, 

UNIT UPDATED - Unit: 444J3, Status: AV, Location:, Employees: 7318 

UNIT UPDATED - Unit: 442K1, Status: UC, Location: 4036 BOSTON AVE SD, Employees: 7261, 
7272 

EVENT UPDATED - Rms Transfer Time: 08/09/18 07:10:19, Total Assigned Units: 5, 

UNIT UPDATED •• Unit:444Kl, Status: UC, Location:, Employees: 6629, 6798 
UNIT UPDATED - Unit: 444K1, Status: AV, Location:, Employees: 6629, 6798 
EVENT UPDATED - Rms Transfer Time: 08/09/18 07:11:05, Total Assigned Units: 4, 

UNIT UPDATED - Unit: 442K1, Status: AV, Location:, Employees: 7261, 7272 
EVENT UPDATED - Rms Transfer Time; 08/09/18 07:43:49, Total Assigned Units: 3, 

UNIT UPDATED - Unit:431J3, Status: AV, Location:, Employees: 7661 
EVENT REMARK - 446G1 - ALL EQMT CLEAR OF CP 

EVENT UPDATED - Rms Transfer Time: 08/09/18 08:43:27, Total Assigned Units: 2, 

UNIT UPDATED - Unit: 446G1, Status: AV, Location:, Employees: 7093, 7752 
EVENT UPDATED - Total Assigned Units: 1, 

EVENT UPDATED - Rms Transfer Time: 08/09/18 10:10:17, Total Assigned Units: 2, 

UNIT UPDATED - Unit: HOM4, Status: DP, Location: 4036 BOSTON AVE SD, Employees: 

UNIT UPDATED - Unit: HOM4, Status: UC, Location:, Employees: 
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08/09/18 

10:10:17 

trclO 

8342 

08/09/18 

10:10:18 

trclO 

8342 

08/09/18 

11:10:56 

tct03 

9118600 

08/09/18 

11:10:56 

tct03 

9118600 

08/09/18 

11:11:06 

tct03 

9118600 

08/09/18 

11:11:52 

trc07 

8225 

08/09/18 

11:11:52 

trc07 

8225 

08/09/18 

11:16:43 

tct03 

9118600 


UNIT UPDATED - Unit HOM4, Status: AV, Location:, Employees: 

UNIT UPDATED - Unit HOM4, Status: 97, Location: 4036 BOSTON AVE SD, Employees: 



event remark - 

EVENT UPDATED - Rms Transfer Time: 08/09/18 11:11:52, Total Assigned Units: 1, 
UNIT UPDATED - Unit: 446Y2, Status. AV, Location:, Employees: 7564 
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I/NetViewer Search: I Ent e r m \ GO > 9118388 (Logoff] | Htjlp I 

Main Events Units Messages Lineups Inquiry Configure 


E18080013593 - 245 - HC - ADW - HOT CALL 
4036 BOSTON AVE SD 


Overview 

:.i. 

Chronology 

Event Unit j 

View Map 

Event Details J 

Event Calls (4) 




Unit tn 

Car 

ID 

Agency 

Dispatch 

Group 

Status 

Time 

Employee 

ID 

Terminal 

Location 

Comment 

Unit 

Devices 

Employee Devices 

438Z2 

7007 

SDPD 

P4 

DP 

17:13:36 

IWATSURU, 
JEFFREY’ 
LANGLEY, 
EMERY 

8183 

trc07 

4036 BOSTON 

AVE SD 


746611 

000370E2/MDT/Default 
System (7523)*, 761789 
(7129), 761930 (7523) 







MEDINA, 



4036 BOSTON 

AVESD 



000373£A/MDT/Default 

2923N 2 

7461 

SDPD 

P4 

DP 

17:13:47 

ROGELIO 

“ROY" 

8183 

trc07 


745897 

System (6545)*, 761758 
(6545) 

446Y2 

6945 

SDPD 

P4 

DP 

17:14:01 

PITTS, COREY 

8183 

trc07 

4036 BOSTON 

AVE SD 


745791 

000372FF/MDT/Default 
System (7564)*, 760730 
(7564) 

431Y2 

7057 

SDPD 

P4 

DP 

17:14:03 

DOWNING, 
BENJAMIN 

8183 

trc07 

4036 80STON 

AVESD 


745985 

000376DC/MDT/Default 
System (7203)*, 761700 
(7203) 

447Y2 

7172 

SDPD 

P4 

DP 

17:14:34 

ROBBINS, 
KENNETH 

8183 

trc07 

4036 BOSTON 

AVESD 


746093 

00037426/MDT/Default 
System (5459)*, 761195 
(5459) 

2906N 2 

7245 

SDPD 

P4 

DP 

17:15:52 

WMANN, 

NATHAN 

8759 

trc08 

4036 BOSTON 

AVE SD 


745165 

00037A89/M DT/Default 
System (6622)*, 761556 
(6622) 

446Y2 

6945 

SDPD 

P4 

97 

17:16:24 

PITTS, COREY 

8183 

trc07 

4036 BOSTON 

AVE SD 


745791 

000372FF/MDT/Default 
System (7564)*, 760730 
(7564) 

444Z2 

7453 

SDPD 

P4 

DP 

17:16:43 

GUTIERREZ, 
ARMANDO' 
McPARTlAND, 
SCOTT 

8133 

trc07 

4036 BOSTON 

AVESD 


746794 

00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

440PT2 

7075 

SDPD 

P4 

DP 

17:17:22 

GONZALEZ, 
MICHEAL' 
DONAHUE, 
KRISTIN 

8183 

trc07 

4036 BOSTON 

AVE SD 


746089 

00037307/MDT/Default 
System (6996)*, 760970 
(6996), 763453 (9934) 










S40TH 



000372FF/MDT/Default 

446Y2 

6945 

SDPD 

P4 

a 

17:17:50 

PITTS, COREY 

3183 

trc07 

ST/NATIONAL 


745791 

System (7564)*, 760730 










AVESD 



(7564) 










S40TH 



000372FF/M DT/Default 

446Y2 

6945 

SDPD 

P4 

ER 

17:17:50 

PITTS, COREY 

8183 

trc07 

ST/NATIONAL 


745791 

System (7564)*, 760730 










AVESD 



(7564) 










S40TH 



000372FF/MDT/Default 

446Y2 

6945 

SDPD 

P4 

97 

17:17:50 

PITTS, COREY 

8183 

trc07 

ST/NAHONAL 


745791 

System (7564)*, 760730 










AVESD 



(7564) 

44422 

7453 

SDPD 

P4 

ER 

17:18:04 

GUTIERREZ, 
ARMANDO' 
McPARTLAND, 
SCOTT 

644S 

S444Z2 

4036 BOSTON 

AVE SD 


746794 

00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

44422 

7453 

SDPD 

P4 

ER 

17:18:05 

GUTIERREZ, 
ARMANDO' 
McPARTlAND, 
SCOTT 

6445 

$444Z2 

4036 BOSTON 

AVESD 


746794 

00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

438Z2 

7007 

SDPD 

P4 

97 

17:18:06 

IWATSURU, 

JEFFREY' 

LANGLEY, 

EMERY 

8183 

trc07 

4036 BOSTON 

AVESD 


746611 

000370E2/MDT/Default 
System (7523)*, 761789 
(7129), 761930 (7523) 

4SSQ 

7059 

SDPD 

P4 

DP 

17:18:08 

STERLING, 
TREVOR' 
SIMMERS, 
MEGAN 

8183 

trc07 

4036 BOSTON 

AVE SD 


746682 

00037346/MDT/Default 
System (7403)*, 760032 
(6955), 761702 (7403) 

43822 

7007 

SDPD 

P4 

a 

17:18:18 

IWATSURU, 
JEFFREY' 
LANGLEY, 
EMERY 

8183 

trc07 

S40TH 

ST/NATIONAL 


746611 

000370E2/MDT/Default 
System (7523)*, 761789 









AVESD 



(7129), 761930 (7523) 







IWATSURU, 
JEFFREY 1 
LANGLEY, 
EMERY 



S40TH 



000370E2/MDT/Default 

438Z2 

7007 

SDPD 

P4 

ER 

17:18:18 

8183 

trc07 

ST/NATIONAL 


746611 

System (7523)*, 761789 









AVESD 



(7129), 761930 (7523) 







IWATSURU, 
JEFFREY' 
LANGLEY, 
EMERY 



S40TH 



000370E2/MDT/Default 

438Z2 

7007 

SDPD 

P4 

97 

17:18:18 

8183 

trc07 

ST/NATIONAL 


746611 

System (7523)*, 761789 









AVE SD 



(7129), 761930 (7523) 







AYALA, LUIS' 



4036 BOSTON 

AVESD 



00037080/MDT/Default 

434Z2 

7220 

SDPD 

P4 

DP 

17:18:36 

HAMILTON, 

8183 

trc07 


746387 

System (7339)*, 760227 







RONALD 





(7158), 762202 (7339) 

433R02 

3794 

SDPD 

P4 

DP 

17:18:51 

WELCH, 

DERRICK 

8183 

trc07 

4036 BOSTON 

AVESD 


746255 

00037AA8/MDT/Defau!t 
System (8334)*, 761597 
(8334) 







ECKARD, 
WENDE 



S40TH 



0003756A/M DT/Default 

S1.SY2 

6815 

SDPD 

P5 

DP 

17:18:57 

8225 

trcOS 

ST/NATIONAL 

AVESD 


745739 

System (5540)*, 762096 
(5540) 

2905N2 

7259 

SDPD 

P4 

DP 

17:18:59 

BELL. ROBERT 

8759 

trc08 

4036 BOSTON 

AVESD 


745104 

000378A7/M DT/Default 
System (6329)*, 761283 












(6329) 

433S2 

7047 

SDPD 

P4 

DP 

17:19:01 

ALEXANDER. 

ALONZO 

8183 

trc07 

4036 BOSTON 

AVESD 


746477 

0003732C/MDT/Default 
System (4638)*, 760181 
(4638) 

811Z2 

7421 

SDPD 

P8 

DP 

17:19:08 

CUMMINGS. 

8759 

trc08 

4036 BOSTON 


746780 

00037138/M DT/Default 







KEVIN' 



AVESD 



System (7326)*, 761404 
(6639), 763732 (7326) 
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BELANGER, 
PETER R 







mpn 

7189 

SDPD 

P8 

DP 

17:19:25 

KENNEY, 
GEORGE' 
DEHEART, 
MELISSA 

8759 

trc08 

4036 BOSTON 

AVESD 


746126 

000373C9/MDT/Defau!t 
System (6342)*, 760976 
(9970), 761763 (6342) 

820PT2 

7189 

SDPD 

P8 

ER 

17:19:34 

KENNEY, 

GEORGE' 

DEHEART, 

MELISSA 

6342 

$820PT2 

4036 BOSTON 

AVESD 


746126 

000373C9/MDT/Default 
System (6342)*, 760976 
(9970), 761763 (6342) 

838K3 

7255 

SDPD 

P8 

DP 

17:19:42 

MORALES, 

JAVIER' 

RODRIGUEZ, 

JOSE 

8759 

trc08 

4036 BOSTON 

AVESD 


745012 

00037AOl/MDT/Default 
System (6699)*, 760792 
(6699), 762278 (7360) 

833S2 

7381 

SDPD 

P8 

DP 

17:19:46 

SINCLAIR, 

OMAR 

8759 

trc08 

4036 BOSTON 

AVE SD 


746135 

000372E1/MDT/Default 
System (5195)*, 762061 
(5195) 

WC01 

WCOl 

SDPD 

PA 

DP 

17:19:51 

TAN5EY, 
MICHAEL T 

8401 

tldOl 

4036 BOSTON 

AVESD 



000371E7/MDT/Default 
System (4189)*, 761463 
(4189) 

434Z2 

7220 

SDPD 

P4 

CL 

17:20:05 

AYALA, LUIS' 
HAMILTON , 
RONALD 

3183 

trc07 

S40TH 

ST/NATIONAL 

AVESD 


746387 

000370B0/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

4-1422 

7220 

SDPD 

P4 

ER 

17:20:05 

AYALA, LUIS' 
HAMILTON, 
RONALD 

81.83 

trc07 

S40TH 

ST/NATIONAL 

AVESD 


746387 

000370BO/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

434Z2 

7220 

SDPD 

P4 

97 

17:20:05 

AYALA, LUIS' 
HAMILTON, 
RONALD 

8183 

trc07 

S40TH 

ST/NATIONAL 

AVE SD 


746387 

000370B0/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

515Y2 

6815 

SDPD 

P5 

97 

17:20:56 

ECKARD, 

WENDE 

5540 

$515Y2 

S40TH 

ST/NATIONAL 

AVESD 


745739 

0003756A/M DT/Default 
System (5540)*, 762096 
(5540) 

1.5 

2872 

SDPD 

PO 

DP 

17:21:09 

TAKEUCHI, 
SHAWN 

8183 

trc07 

4036 BOSTON 
AVESD 


746579 

000373A8/MDT/Default 
System (5375)*, 762515 
(5375) 

15 

2872 

SDPD 

PO 

ER 

17:21:20 

TAKEUCHI, 

SHAWN 

5375 

$L5 

4036 BOSTON 
AVESD 


746579 

000373A8/M DT/Default 
System (5375)*, 762515 
(5375) 

4273Z2 

7408 

SDPD 

P4 

DP 

17:21:44 

POCKETT, 
ALEX' 
THORNE. 
TAYLOR M 

8214 

trclO 

4036 BOSTON 
AVESD 


745896 

00037C2D/MDT/Default 
System (7598)*, 760727 
(7598), 761187 (7736) 

4273Z2 

7408 

SDPD 

P4 

ER 

17:21:45 

POCKETT, 
ALEX' 

7HORNE, 
TAYLOR M 

8214 

trclO 

4036 BOSTON 
AVESD 


745896 

00037C2D/MDT/Default 
System (7598)*, 760727 
(7598), 761187 (7736) 

444Z2 

7453 

SDPD 

P4 

97 

17:21:48 

GUTIERREZ, 
ARMANDO' 
McPARTLAND, 
SCOTT 

6445 

J444Z2 

4036 BOSTON 
AVESD 


746794 

00037604/M DT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

4271Z2 

6946 

SDPD 

PO 

DP 

17:22:14 

ABOT, 

JOSHUA' 

WALIACE, 

JORDAN 

8225 

trc05 

S40TH 

ST/NATIONAL 

AVESD 


746422 

00037A86/MDT/Default 
System (7081)*, 761411 
(7081), 762080 (7739) 

433R02 

3794 

SDPD 

P4 

ER 

17:22:37 

WELCH, 

DERRICK 

8334 

$433R02 

4036 BOSTON 
AVESD 


746255 

00037AA8/MDT/Default 
System (8334)*, 761597 
(8334) 

433R02 

3794 

SDPD 

P4 

UC 

17:23:30 

WELCH, 

DERRICK 

8.183 

trc07 


PreemptCAD AUTOMATIC PREEMPT Unit433R02 

746255 

00037AA8/MDT/Default 
System (8334)*, 761597 
(8334) 

433R02 

3794 

SDPD 

P4 

DP 

17:23:30 

WELCH, 
DERRICK 

8183 

trc07 

S40TH 

ST/NATIONAL 

AVESD 


746255 

00037AA8/MDT/Default 
System (8334)*, 761S97 
(8334) 

433R02 

3794 

SDPD 

P4 

AV 

17:23:30 

WELCH, 
DERRICK 

8183 

trc07 


PreemptCAD AUTOMATIC PREEMPT Unit433R02 

746255 

00037AA8/M DT/Default 
System (8334)*, 761597 
(8334) 

811Z2 

7421 

SDPD 

P8 

ER 

17:23:40 

CUMMINGS, 
KEVIN' 
BELANGER, 
PETER R 

7326 

$811Z2 

4036 BOSTON 
AVESD 


746780 

00037138/M DT/Default 
System (7326)*, 761404 
(6639), 763732 (7326) 

443S2 

7392 

SDPD 

P4 

DP 

17:24:06 

WHITE-, 
FRANKLIN 

8183 

trc07 

S40TH 

ST/NATIONAL 

AVE SD 


745725 

00037317/M DT/Defaul t 
System (6187)*, 761016 
(6187) 

712Z2 

7283 

SDPD 

P7 

DP 

17:24:16 

FADNESS, 
ALETHEIA' 
GARCIA, 
EDGAR 

8.1.83 

trc07 

4036 BOSTON 
AVESD 


746180 

000373C0/MDT/Default 
System (7657)*, 760086 
(7657), 760942 (7473) 

m:n 

7283 

SDPD 

P7 

ER 

17:24:23 

FADNESS, 
ALETHEIA' 
GARCIA, 
EDGAR 

76S7 

$712Z2 

4036 BOSTON 
AVESD 


746180 

000373CO/M DT/Default 
System (7657)*, 760086 
(7657), 760942 (7473) 

452Q 

7040 

SDPD 

P4 

DP 

17:24:37 

SERRANO, 
DAVID 

8183 

trc07 

4036 80STON 
AVESD 


745976 

00037335/M DT/Defau It 
System (6912)*, 760971 
(6912) 

452Q 

7040 

SDPD 

P4 

97 

17:24:38 

SERRANO, 

DAVID 

8183 

trc07 

4036 BOSTON 
AVESD 


745976 

00037335/MDT/Default 
System (6912)*, 760971 
(6912) 

830PT2 

7274 

SDPD 

P8 

DP 

17:25:02 

ORSO, 
LAWRENCE' 
MACEDO, 
MARICELA 

8759 

trc08 

4036 BOSTON 

AVE SD 


745718 

00037418/MDT/Default 
System (6760)*, 762472 
(6760), 763096 (9935) 

447Y2 

7172 

SDPD 

P4 

ER 

17:25:23 

ROBBINS, 

KENNETH 

8183 

trc07 

1028 40TH ST SD 


746093 

00037426/MDT/Default 
System (5459)*, 761195 
(5459) 

447Y2 

7172 

SDPD 

P4 

97 

17:25:23 

ROBBINS, 
KENNETH 

8183 

trc07 

1028 40TH ST SD 


746093 

00037426/MDT/Default 
System (5459)*, 761195 
(5459) 
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447Y2 

7172 

SDPD 

P4 

a 

17:25:23 

ROBBINS, 
KENNETH 

8183 

trc07 

102840THSTSD 


746093 

00037426/MDT/Default 
System (5459)*, 761195 
(5459) 

2923N2 

7461 

SDPD 

P4 

CL 

17:25:36 

MEDINA, 

ROGEUO 

“ROY" 

8183 

trc07 

1028 41ST ST SD 


745897 

000373EA/M DT/Default 
System (6545)*, 7617S8 
(6545) 

2923 N 2 

7461 

SDPD 

P4 

97 

17:25:36 

MEDINA, 

ROGEUO 

"ROY" 

8183 

trc07 

1028 41ST ST SD 


745897 

000373EA/M DT/Default 
System (6545)*, 761758 
(6545) 

2923N2 

7461 

SDPD 

P4 

ER 

17:25:36 

MEDINA, 

ROGEUO 

"ROY" 

8183 

trc07 

1028 41ST ST SD 


745897 

000373EA/MDT/Default 
System (6545)*, 761758 
(6545) 

4271Z2 

6946 

SDPD 

P0 

97 

17:25:45 

ABOT, 
JOSHUA' 
WALLACE, 
JORDAN 

8183 

trc07 

S39TH 

ST/NATIONAL 

AVESD 


746422 

00037AB6/M DT/Defau It 
System (7081)*, 761411 
(7081), 762080 (7739) 

427122 

6946 

SDPD 

P0 

ER 

17:25:45 

ABOT, 
JOSHUA' 
WALLACE, 
JORDAN 

8183 

trc07 

S39TH 

ST/NATIONAL 

AVESD 


746422 

00037AB6/MDT/Default 
System (7081)*, 761411 
(7081), 762080 (7739) 

427122 

6946 

SDPD 

P0 

a 

17:25:45 

ABOT, 
JOSHUA' 
WALLACE, 
JORDAN 

8183 

trc07 

S39TH 

ST/NATIONAL 

AVESD 


746422 

00037AB6/MDT/Default 
System (7081)*, 761411 
(7081), 762080 (7739) 

440L 

2985 

SDPD 

P3 

DP 

17:26:01 

SERVIN, 
ERNESTO 

8183 

trc07 

4036 BOSTON 

AVESD 



762474 (4886) 

81122 

7421 

SDPD 

P8 

97 

17:26:04 

CUMMINGS. 

KEVIN' 
BELANGER, 
PETER R 

7326 

J811Z2 

4036 BOSTON 

AVESD 


746780 

00037138/MDT/Default 
System (7326)*, 761404 
(6639), 763732 (7326) 

434Z2 

7220 

SDPD 

P4 

97 

17:27:42 

AYALA, LUIS' 
HAMILTON, 
RONALD 

8183 

trc07 

1156 S 40TH ST 

SD 


746387 

000370B0/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

43422 

7220 

SDPD 

P4 

ER 

17:27:42 

AYALA, LUIS' 
HAMILTON, 
RONALD 

8183 

trc07 

11S6S40THST 

SD 


746387 

000370BO/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

434Z2 

7220 

SDPD 

P4 

CL 

17:27:42 

AYALA .LUIS' 
HAMILTON, 
RONALD 

8183 

trc07 

1156 S 40TH ST 

SD 


746387 

000370BO/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

4273Z2 

7408 

SDPD 

P4 

97 

17:28:38 

POCKETT, 
ALEX' 
THORNE, 
TAYLOR M 

7598 

J4273Z2 

4036 BOSTON 

AVESD 


745896 

00037C2D/MDT/Default 
System (7598)*, 760727 
(7598), 761187 (7736) 

433S2 

7047 

SDPD 

P4 

ER 

17:29:21 

ALEXANDER. 

ALONZO 

8183 

trc07 

4051 BOSTON 

AVE SD 


746477 

0003732C/MDT/Default 
System (4638)*, 760181 
(4638) 

433S2 

7047 

SDPD 

P4 

97 

17:29:21 

ALEXANDER, 

ALONZO 

8183 

trc07 

4051 80STON 

AVESD 


746477 

0003732C/MDT/Default 
System (4638)*, 760181 
(4638) 

433S2 

7047 

SDPD 

P4 

CL 

17:29:21 

ALEXANDER, 
ALONZO 

8183 

trc07 

4051 BOSTON 

AVESD 


746477 

0003732C/MDT/Default 
System (4638)*, 760181 
(4638) 

725Z2 

7221 

SDPD 

P7 

DP 

17:29:28 

HERNANDEZ, 
MILTON ' 
ROCHA, 
JASMIN 

8183 

trc07 

4036 BOSTON 

AVESD 


746448 

00037570/MDT/Default 
System (7446)*, 760162 
(7253), 761374 (7446) 

712Z2 

7283 

SDPD 

P7 

ER 

17:29:34 

FADNESS, 
ALETHEIA' 
GARCIA, 
EDGAR 

8183 

trc07 

4051 BOSTON 

AVE SD 


746180 

000373C0/MDT/Default 
System (7657)*, 760086 
(7657), 760942 (7473) 

712Z2 

7283 

SDPD 

P7 

CL 

17:29:34 

FADNESS, 

ALETHEIA' 

GARCIA, 

EDGAR 

8183 

trc07 

4051 BOSTON 

AVESD 


746180 

OOQ373CO/M DT/Default 
System (7657)*, 760086 
(7657), 760942 (7473) 

725Z2 

7221 

SDPD 

P7 

ER 

17:29:36 

HERNANDEZ, 
MILTON ' 
ROCHA, 
JASMIN 

7446 

J725Z2 

4036 BOSTON 

AVE SD 


746448 

00037570/MDT/Default 
System (7446)*, 760162 
(7253), 761374 (7446) 

71222 

7283 

SDPD 

P7 

97 

17:30:40 

FADNESS, 
ALETHEIA' 
GARCIA, 
EDGAR 

7657 

J712Z2 

4051 BOSTON 

AVESD 


746180 

000373CO/MDT/Default 
System (7657)*, 760086 
(7657), 760942 (7473) 

457E 


SDPD 

P4 

DP 

17-31:20 

GONZALEZ, 

YOVANNA 

8183 

trc07 

4036 BOSTON 

AVE SD 



761771 (6720) 

4576 


SDPD 

P4 

97 

17:31:21 

GONZALEZ. 
YOVANNA 

8183 

trc07 

4036 BOSTON 

AVE SD 



761771 (6720) 

514Y2 

7267 

SDPD 

P5 

DP 

17:3137 

NICHOLAS, 
JAVIER 

8183 

trc07 

4036 80STON 

AVESD 


746156 

000371BA/MDT/Default 
System (7179)*, 761558 
(7179) 

514Y2 

7267 

SDPD 

PS 

97 

173138 

NICHOLAS, 
JAVIER 

8183 

trc07 

4036 BOSTON 

AVESD 


746156 

000371BA/M DT/Default 
System (7179)*, 761558 
(7179) 

IS 

2872 

SDPD 

PO 

97 

1731:45 

TAKEUCH!, 
SHAWN 

5375 

$15 

4036 BOSTON 

AVESD 


746579 

000373A8/MDT/Default 
System (5375)*, 762515 
(5375) 

452Q 

7040 

SDPD 

P4 

97 

1732:12 

SERRANO, 

DAVID 

8183 

trc07 

4056 BOSTON 

AVESD 


745976 

00037335/MDT/Default 
System (6912)*, 760971 
(6912) 

452Q 

7040 

SDPD 

P4 

ER 

1732:12 

SERRANO, 

DAVID 

8183 

trc07 

4056 BOSTON 

AVE SD 


745976 

00037335/MDT/Default 
System (6912)*, 760971 
(6912) 

4S2Q 

7040 

SDPD 

P4 

CL 

17:32:12 

SERRANO, 

DAVID 

8133 

trc07 

4056 BOSTON 

AVESD 


745976 

00037335/MDT/Default 
System (6912)*, 760971 
(6912) 

446Y2 

6945 

SDPD 

P4 

CL 

1732:20 

pins, COREY 

8183 

trc07 

SESUB 


745791 

000372FF/MDT/Default 
System (7564)*, 760730 
(7564) 
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446Y2 

6945 

SDPD 

ER 

17-32:20 

PITTS, COREY 

8183 

trc07 

SE SUB 


745791 

000372FF/MDT/Default 
System (7S64) *, 760730 













(7564) 







AYALA, LUIS' 
HAMILTON. 
RONALD 






000370BO/MDT/Default 

43422 

7220 

SDPD 

P4 

97 

17:35:28 

8814 

trcOl 

1156 S 40TH ST 

SD 


746387 

System (7339)*, 760227 
(7158), 762202 (7339) 







AYALA, LUIS' 
HAMILTON, 
RONALD 






000370B0/MDT/Default 

43422 

7220 

SDPD 

P4 

CL 

1735:28 

8814 

trcOl 

1156 S 40TH ST 

SD 


746387 

System (7339)*, 760227 
(7158), 762202 (7339) 







AYALA, LUIS' 
HAMILTON, 
RONALD 






00037080/MDT/Default 

43422 

7220 

SDPD 

P4 

ER 

17:35:28 

8814 

trcOl 

1156 S 40TH ST 

SD 


746387 

System (7339)*, 760227 
(7158), 762202 (7339) 







POCKETT, 






00037C2D/MDT/Default 

4273Z2 

7408 

SDPD 

P4 

AV 

1735:53 

ALEX' 
THORNE, 

7598 

S4273Z2 



745896 

System (7598)*, 760727 
(7598), 761187 (7736) 







TAYLOR M 






00037AB7/MDT/Default 

3924M 

4231 

SDPD 

PI 

DP 

17:36:27 

UNDERWOOD, 
JOSEPH 

8183 

trc07 

4036 BOSTON 

AVE SD 



System (6620)*, 760187 
(6620) 









trc05 

4036 BOSTON 




3921M 


SDPD 

PI 

DP 

1737:17 


8225 

AVE SD 




3921M 


SDPD 

PI 

UC 

17:37:46 


8814 

trcOl 

trcOl 

4036 BOSTON 

Preempt Unit 3921M 



3921M 


SDPD 

P4 

DP 

17:37:46 


8814 

AVE SD 




3921M 


SDPD 

PI 

AV 

1737:46 


8814 

trcOl 


Preempt Unit 3921M 



3921M 


SDPD 

P4 

AV 

17:38:10 


8225 

trcOS 




OOO37A07/M DT/Defau It 

3924M 

4231 

SDPD 

PI 

AV 

1738:16 

UNDERWOOD, 

JOSEPH 

88.1.4 

trcOl 


Preempt Unit 3924M 


System (6620)*, 760187 
(6620) 













00037AB7/MDT/Default 

3924M 

4231 

SDPD 

PI 

UC 

17:38:16 

UNDERWOOD, 

JOSEPH 

8814 

trcOl 


Preempt Unit 3924M 


System (6620)*, 760187 
(6620) 

392'IM 


SDPD 

PI 

DP 

1738:28 

GRAVES, 
JAMES E 

8225 

trc05 

4036 BOSTON 

AVE SD 



760834 (4491) 

3921M 


SDPD 

PI 

97 

1738:29 

GRAVES, 
JAMES E 

8225 

trc05 

4036 BOSTON 

AVESD 



760834 (4491) 













00037A62/M DT/Default 

3922M 

4466 

SDPD 

PI 

DP 

17:38:30 

HERRERA, 

VICTOR 

8183 

trc07 

4036 BOSTON 

AVESD 



System (5662)*, 760935 
(5662) 













00037AB7/MDT/Default 

3924M 

4231 

SDPD 

P4 

DP 

17:38:44 

UNDERWOOD, 

JOSEPH 

3814 

trcOl 

4036 BOSTON 

AVESD 



System (6620)*, 760187 
(6620) 

3921M 


SDPD 

PI 

UC 

17:39:28 

GRAVES, 
JAMES E 

8814 

trcOl 


Preempt Unit 3921M 


760834 (4491) 

3921M 


SDPD 

P4 

DP 

17:39:28 

GRAVES, 
JAMES E 

8814 

trcOl 

4036 BOSTON 

AVE SD 



760834 (4491) 

3921M 


SDPD 

PI 

AV 

17:39:28 

GRAVES, 
JAMES E 

8814 

trcOl 


Preempt Unit 3921M 


760834 (4491) 

3921M 


SDPD 

P4 

97 

17:39:29 

GRAVES, 
JAMES E 

8814 

trcOl 

4036 BOSTON 
- AVESD 



760834 (4491) 







HERNANDEZ, 






00037570/MDT/Default 

725Z2 

7221 

SDPD 

P7 

97 

17:40:12 

MILTON ' 
ROCHA, 

7446 

$725Z2 

4036 BOSTON 

AVESD 


746448 

System (7446)*, 760162 
(7253), 761374 (7446) 







JASMIN 



S40TH 



00037A89/MDT/Default 

2906N 2 

7245 

SDPD 

P4 

ER 

17:40:31 

WHANN, 
NATHAN 

8183 

trc07 

ST/BOSTON AVE 

SD 


745165 

System (6622)*, 761556 
(6622) 










S40TH 



00037A89/MDT/Default 

2906N2 

7245 

SDPD 

P4 

a 

17:40:31 

WHANN, 
NATHAN 

8183 

trc07 

ST/BOSTON AVE 

SD 


745165 

System (6622)*, 761556 
(6622) 










S40TH 



00037A89/MDT/Defau!t 

2906 N 2 

7245 

SDPD 

P4 

97 

17:40:31 

WHANN, 

NATHAN 

8183 

trc07 

ST/BOSTON AVE 

SD 


745165 

System (6622)*, 761556 
(6622) 













00037A62/MDT/Default 

3922M 

4466 

SDPD 

PI 

UC 

17:41:09 

HERRERA, 

VICTOR 

8814 

trcOl 


Preempt Unit 3922M 


System (5662)*, 760935 
(5662) 













00037A62/MDT/Default 

3922M 

4466 

SDPD 

PI 

AV 

17:41:09 

HERRERA, 

VICTOR 

8814 

trcOl 


Preempt Unit 3922M 


System (5662)*, 760935 
(5662) 













00037A62/MDT/Default 

3922M 

4466 

SDPD 

P4 

DP 

17:41:10 

HERRERA, 

VICTOR 

8814 

trcOl 

4036 BOSTON 

AVESD 



System (5662)*, 760935 
(5662) 









trc07 

4036 BOSTON 




392SM 


SDPD 

PI 

DP 

17:43:47 


8183 

AVESD 



000373A8/M DT/Default 


L5 

2872 

SDPD 

P0 

ER 

17:44:04 

TAKEUCHI, 
SHAWN 

8183 

trc07 

1028 41ST ST SD 


746579 

System (5375)*, 762515 
(5375) 













000373A8/M DT/Default 

LS 

2872 

SDPD 

P0 

97 

17:44:04 

TAKEUCHI, 
SHAWN 

8183 

trc07 

1028 41ST ST SD 


746579 

System (5375)*, 762515 
(5375) 













000373A8/M DT/Def a ult 

L5 

2872 

SDPD 

P0 

CL 

17:44:04 

TAKEUCHI, 

SHAWN 

8183 

trc07 

1028 41ST ST SD 


746579 

System (5375)*, 762515 
(5375) 







MEDINA, 






000373EA/M DT/Default 

2923N 2 

7461 

SDPD 

P4 

CL 

17:45:05 

ROGELIO 

"ROY” 

8183 

trc07 

1028 S 41ST ST SD 


745897 

System (6545)*, 761758 
(6545) 







MEDINA, 






000373EA/MDT/Default 

2923N2 

7461 

SDPD 

P4 

ER 

17:45:05 

ROGEUO 

"ROY" 

8183 

trc07 

1028 S41ST ST SD 


745897 

System (6545)*, 761758 
(6545) 







MEDINA, 






000373EA/M DT/Default 

2923N 2 

7461 

SDPD 

P4 

97 

17:45:05 

ROGELIO 

"ROY* 

8183 

trc07 

1028 S41ST ST SD 


745897 

System (6545)*, 761758 
(6545) 

512S1 

7371 

SDPD 

P5 

DP 

17:45:07 

BISHOP, DEAN 

8225 

trc05 

4036 BOSTON 


745712 










AVESD 
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Unit ID 

Car 

ID 

Agency 

Dispatch 

Group 

Status 

Time 

Employee 

ID 

Terminal 

Location 

4001$ 


SDPD 

P0 

DP 

17:45:33 

RIVERA, 

CARMELIN 

8183 

trc07 

4036 BOSTON 

AVE SD 

4001S 


SDPD 

P0 

97 

17:4534 

RIVERA, 

CARMEUN 

8183 

trc07 

4036 BOSTON 
AVESD 

521J1 

7215 

SDPD 

P5 

DP 

17:46:09 

DIAZ, CARLOS 

8225 

trc05 

4036 BOSTON 
AVESD 

4401. 

2985 

SDPD 

P3 

97 

17:47:31 

SERVIN, 
ERNESTO 

8183 

trc07 

* * * CP 

40TH/NATIONAL 

440L 

2985 

SDPD 

P3 

ER 

17:4731 

SERVIN, 
ERNESTO 

8183 

trc07 

* * * CP 

40TH/NATIONAL 

440L 

2985 

SDPD 

P3 

CL 

17:4731 

SERVIN, 
ERNESTO 

8183 

trc07 

* * * CP 

40TH/NATIONAL 

434Z2 

7220 

SDPD 

P4 

CL 

17:47:46 

AYALA .LUIS' 
HAMILTON, 
RONALD 

8183 

trc07 

UCSD 

43423 

7220 

SDPD 

P4 

ER 

17:47:46 

AYALA. LUIS' 
HAMILTON, 
RONALD 

8183 

trc07 

UCSD 

430PT2 

7455 

SDPD 

P4 

DP 

17:48:27 

NAZAROV, 
VLADIMIR' 
WILLIAMS, 
RAQUEL 

8183 

trc07 

4036 BOSTON 
AVE SD 

430PT2 

7455 

SDPD 

P4 

ER 

17:48:43 

NAZAROV, 
VLADIMIR' 
WILLIAMS, 
RAQUEL 

6759 

J430PT2 

4036 BOSTON 
AVESD 

2905N2 

7259 

SDPD 

P4 

UC 

17:49:01 

BELL, ROBERT 

6329 

S2905N2 

4036 BOSTON 
AVE SD 

29QSN2 

7259 

SDPD 

P4 

UC 

17:49:12 

BELL, ROBERT 

6329 

S2905N2 

4036 BOSTON 
AVE SD 

2905N2 

7259 

SDPD 

P4 

AV 

17:49:28 

BELL, ROBERT 

6329 

52905N2 


52111 

7215 

SDPD 

P5 

97 

17:49:48 

DIAZ, CARLOS 

8183 

trc07 

4036 BOSTON 
AVESD 

S21J1 

7215 

SDPD 

P5 

DP 

17:49:48 

DIAZ, CARLOS 

8183 

trc07 

4036 BOSTON 
AVESD 

521J1 

7215 

SDPD 

P5 

AV 

17:49:48 

DIAZ, CARLOS 

8183 

trc07 


52111 

7215 

SDPD 

P5 

UC 

17:49:48 

DIAZ, CARLOS 

8183 

trc07 


512S1 

7371 

SDPD 

P5 

97 

17:49:58 

BISHOP, DEAN 

5937 

S512S1 

4036 BOSTON 
AVESD 

4271Z2 

6946 

SDPD 

PO 

AV 

17:52:44 

ABOT, 
JOSHUA 1 
WALLACE, 
JORDAN 

7081 

J4271Z2 


833S2 

7381 

SDPD 

P8 

CL 

17:52:51 

SINCLAIR, 

OMAR 

5195 

$83352 

SE SUB 

833S2 

7381 

SDPD 

P8 

ER 

17:52:51 

SINCLAIR, 
OMAR 

5195 

$83352 

SE SUB 

L5 

2872 

SDPD 

PO 

AV 

17:52:57 

TAKEUCHI, 
SHAWN 

5375 

$LS 


2906N2 

7245 

SDPD 

P4 

UC 

17:53:41 

WHANN, 
NATHAN 

8759 

trc08 


2906N2 

7245 

SDPD 

P4 

AV 

17:53:41 

WHANN, 

NATHAN 

8759 

trc08 


430PT2 

7455 

SDPD 

P4 

97 

17:53:47 

NAZAROV, 
VLADIMIR' 
WILLIAMS, 
RAQUEL 

6759 

$430PT2 

4036 BOSTON 
AVESD 

430PT2 

7455 

SDPD 

P4 

97 

17:53:49 

NAZAROV, 
VLADIMIR' 
WILLIAMS, 

6759 

$430PT2 

4036 BOSTON 
AVESD 


6.505 SDPD P4 

650S SDPD P4 

3921M SDPD P4 

3921M SDPD P4 

392.1M SDPD P4 

820PT2 7189 SDPD P8 


DP 17:54:11 

ER 17:54:12 

ER 17:54:51 

CL 17:54:51 

97 17:54:52 

AV 17:55:10 


GRAVES. 
JAMES E 


GRAVES, 
JAMES E 


GRAVES, 
JAMES E 


8295 trc06 
8295 trc06 

8183 trc07 

8183 trc07 

8183 trc07 

8759 trc08 


4036 BOSTON 
AVE SO 

4036 BOSTON 
AVE SD 

S40TH 

ST/NATIONAL 
AVE SD 
S40TH 

ST/NATIONAL 
AVE SD 
S40TH 

ST/NATIONAL 
AVE SD 


Comment De ^ es Employee Devices 

00037098/MDT/Default 
System (5937)*, 761499 
(5937) 

761542 (5336) 
761542 (5336) 

0003700F/M DT/Default 
746390 System (7677)*, 760243 
(7677) 

762474 (4886) 




762474 (4886) 



762474 (4886) 


746387 

000370BO/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 


746387 

000370B0/M DT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 


746791 

000373B8/MDT/Default 
System (6759)*, 761327 
(6759), 761742 (9966) 


746791 

000373B8/M DT/Defau It 
System (6759)*, 761327 
(6759), 761742 (9966) 

REF#: E18080013 593|Type: K9RC|Form; |Time: |Name: 
|DOB: |BWC: |RIPA: |Comments: 245 

745104 

000378A7/M DT/Default 
System (6329)*, 761283 
(6329) 

REF#: E18080013593|Type: SC041Form: |Time: |Name: 
|DOB: |BWC; |RIPA: [Comments: 245 

745104 

000378A7/MDT/Default 
System (6329)*, 761283 
(6329) 


745104 

000378A7/MDT/Default 
System (6329)*, 761283 
(6329) 


746390 

0003700F/MDT/Default 
System (7677)*, 760243 
(7677) 


746390 

0003700F/MDT/Default 
System (7677)*, 760243 
(7677) 

PreemptCAD AUTOMATIC PREEMPT Unit 521J1 

746390 

0003700F/M DT/Default 
System (7677)*, 760243 
(7677) 

PreemptCAD AUTOMATIC PREEMPT Unit S21J1 

746390 

0003700F/MDT/Default 
System (7677)*, 760243 
(7677) 


745712 

00037098/MDT/Default 
System (5937)*, 761499 
(5937) 


746422 

00037AB6/MDT/Default 
System (7081)*, 761411 
(7081), 762080 (7739) 

with 43 8Z 

746135 

000372E1/M DT/Default 
System (5195)*, 762061 
(5195) 

with 438Z 

746135 

000372E1/MDT/Default 
System (5195)*, 762061 
(5195) 


746579 

000373A8/MDT/Default 
System (5375)*, 762515 
(5375) 

PreemptCAD AUTOMATIC PREEMPT Unit 2906N2 

745165 

00037A89/MDT/Default 
System (6622)*, 761556 
(6622) 

PreemptCAD AUTOMATIC PREEMPT Unit 2906N2 

745165 

00037A89/MDT/Default 
System (6622)*, 761556 
(6622) 


746791 

000373B8/MDT/Default 
System (6759)*, 761327 
(6759), 761742 (9966) 


746791 

000373B8/MDT/Default 
System (6759)*, 761327 


(6759), 761742 (9966) 


760834 (4491) 


760834 (4491) 


760834 (4491) 


746126 
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Unit ID 

Car 

ID 

Agency 

Wsp^tdi 

wrcup 

Stahls 

Time 

Employ** 

10 

Terminal 

Location 

Comment 

Unit 

Devices 

Employee Devices 





KENNEY. 
GEORGE' 






0C0373C9/MOT/Detault 
System (6342)*, 760976 









DEHEART. 






(9970), 761763 <6342) 







MEUSSA 






00037022/MDT/Default 

61JS2 

7248 

SDPD 

P6 

OP 

1755:59 

HAUL, PATRICK 

8795 

trc06 

4036 BOSTON 

AVESO 


746262 

System (5585)*, 760163 
(5585) 













00037022/MDT/Default 

6US2 

7248 

SDPO 

P6 

a 

17:59.05 

HALL, PATRICK 

8183 

trc07 

SE SUB* PEER 
SUPPORT 


746262 

System (55851 *, 760163 
(5585) 













00037022/MOT/Defau’t 

613S2 

7248 

SOPD 

P6 

ER 

1759:05 

HALL. PATRICX 

8183 

«rc07 

SE SUB'PttR 
SUPPORT 


746262 

System (5585)*. 760163 
(5585) 













03037022/MDT/DefaiJt 

61JS2 

7248 

SDPO 

P6 

ER 

175906 

HALL. PATRICK 

8183 

trc07 

SE SUB*PEER 
SUPPORT 


746262 

System (5585)*, 760163 
(5585) 

4001s 


SDPD 

PO 

a 

1759:13 

RIVERA, 

CARIMEUN 

8183 

trc07 

SE SUB'PEER 
SUPPORT 



761542 (5336) 

4C01S 


SDPD 

PO 

ER 

17.5913 

RIVERA, 

CARMEUN 

8.183 

trc07 

SE $UB*PEER 
SUPPORT 



761542 (5336) 

4301 


SDPD 

P4 

97 

18.0019 

KELSO. 
BENJAMIN A 

8183 

trc07 

4036 BOSTON 
AVESO 



760235 [4702) 

430L 


SOPD 

P4 

DP 

18:0019 

KELSO, 
BENJAMIN A 

8183 

trc07 

4036 BOSTON 
AVtSD 



760235 (4702) 







NJSIHT, 

8183 

tft07 

4036 BOSTON 



761019 (4303), 762430 

UNITl 


SDPD 

PO 

DP 

18.02.01 

DAVIDS 

AVESO 



(4303) 







NtSLETT. 

8183 

trd>7 

4036 BOSTON 



761019 (4303). 762430 

uniti 


SDPD 

PO 

97 

18:0202 

DAVIDS 

AVESD 



(4303) 







NISLFIT. 

DAVIDS 






J61019 (4303), 762430 

uniti 


SDPD 

PO 

UC 

18.0213 

8183 

lrc07 


PnsemptiCAD AUTOMATIC PREEMPT Unit UNITl 


(4303) 







WSIEIT. 

DAVIDS 




Preempt CAD AUTOMATIC PREEMPT Unit UNITl 


761019(43031,762430 

UNITl 


SCPO 

PO 

AV 

180213 

8183 

trc07 



<4303) 







NISLEIT, 
DAVIDS 



S40TH 



761019 (4303), 762430 

UNITl 


SDPD 

PO 

DP 

1802:13 

8183 

trc07 

ST/NATIONAL 

AVESD 



(4303) 







NKlflT, 

DAVIDS 



S40TH 



761019 (4303). 762430 

UNm 


SDPD 

PO 

97 

180214 

8183 

tr<07 

ST/NATIONAL 

AVL LO 



14303) 













00037261/MDT/DefaJt 

833S2 

7381 

SDPD 

PS 

97 

18:03:37 

SINCLAIR. 

OMAR 

5195 

(833S2 

SESue 


746135 

System (5195)*, 762C61 
(5195) 







LOUGHUN, 
TIMOTHY ‘ 



S40TH 



0003 72f 8/MDT/Defaiit 

441Z2 

7297 

SOPD 

P4 

DP 

18:03.49 

SHIELDS 
ROG5TAD. 

8183 

trc07 

ST/NATICNAL 

AVESD 


746308 

System (7231}\ 760039 
(7231). 7610S8 (7066) 







BRYAN 

8814 

treOl 

4036 BOSTON 




3925M 


SDPD 

P4 

DP 

1804.02 


AVESD 




3925M 


SDPD 

PI 

UC 

18:0402 


BH14 

trcOl 


Preempt Unit 3925M 



3MSM 


SOPD 

PI 

AV 

18:04:02 


8814 

treOl 


Preempt Unit J92SM 


0C037335/MDT/Defiuit 

452Q 

7040 

SDPD 

P4 

UC 

180616 

SERRANO. 

DAVID 

6012 

S452Q 


745976 

System (6912)*, 760971 
(6912) 

3925M 

4237 

SOPD 

P4 

cc 

1807-44 


6193 

S392SM 

4036 BOSTON 
AVESD 

Device 45099/Radio AJias/Default System added. 

745099 






DC 

1807:45 

CAMP BEIL. 

6193 

S3925M 

4C36 BOSTON 

Device 63727/HT Radio/Default System added for 

745099 

763727 (6199) 

392SM 

4237 

SDPD 

P4 

DOUGLAS 

AVESD 

employee 6193. 

3925M 

4237 

SDPO 

P4 

IIE 

1807:46 

CAMPBELL, 
DOUGLAS 

6193 

S3925M 

4036 BOSTON 
AVESO 


745099 

763727 (6193) 

3925M 

4237 

SDPD 

P4 

UC 

1807:47 

CAMPEEU.. 

DOUGLAS 

6193 

S3925M 

4036 BOSTON 
AVESD 

New equipmant list for Unit |392SM): 

745099 

763727 (6193) 













00037A53/MDT/Defaiit 

392SM 

4237 

SDPD 

P4 

DC 

1807:48 

CAMPBELL, 
DOUGLAS 

6193 

S392SM 

4036 BOSTON 
AVESO 

Device 0CO37A63/MDT/Defauft System added lor 
employee 6193. 

745099 

System (6193), 763727 
(6193) 













00037A53/MDT/Default 

3925M 

4237 

SDPD 

P4 

DC 

1807:49 

CAMPBELL. 

DOUGLAS 

6193 

S392SM 

4036 BOSTON 
AVESD 

Tracking device 00037A63/MDT/Default System set. 

745099 

System. (6193), 763727 
(6193) 











Tracking dewce 0003/A63/MDT/Default System set for 
employee 6193. 


00037A63/MDT/Default 

392SM 

4237 

SDPD 

P4 

DC 

1807:50 

CAMP8ELL, 
DOUGLAS 

6193 

S392SM 

4036 BOSTON 
AVESO 

745099 

System (6193)*, 763727 
(6193) 







LOUGHUN. 
TIMOTHY ' 



S40TH 



OOQ372F8/MOT/Default 

441Z2 

7297 

SDPO 

P4 

97 

180850 

SHIELDS 

ROGSTAD. 

7231 

S441Z2 

ST/NATIONAL 

AVESO 


746308 

System (7231)*, 760039 
(7231), 761058 (7066) 







BRYAN 













ORSO, 






C003741B/MDTyD«Icnit 

83CPT2 

7274 

SDPD 

P8 

97 

18:11:41 

LAWRENCE * 
MACEOO, 

8759 

lfc06 

4036 BOSTON 
AVESD 


745718 

System (6760)*, 762472 
(6760), 763096 (D935{ 







MARKEIA 













MORALES. 






0Q037A01/MDT/Defo«t 

838K3 

7255 

SDPD 

P8 

97 

18:11.47 

JAVER' 

RODRIGUEZ. 

87 S9 

trcOB 

4036 BOSTON 
AVESD 


74S012 

System (6699) *,760792 
(6699J, 762278 (7360) 







JOSE 






00037A87/MDT/Default 

39Z4M 

4231 

SDPD 

P4 

97 

181402 

UNDERWOOD, 

JOSEPH 

8133 

trc07 

4036 BOSTON 
AVESO 



System (6620)*, 760187 
(6620) 










S41ST 



00037A62/MOT/Defau1t 

3922M 

4486 

SDPD 

P4 

a 

18:1957 

HERRERA, 

VICTOR 

8183 

trc07 

ST/NATIONAL 

AVESD 



System (5662)*, 76093S 
(5662) 










S41ST 



00037A62/MDT/Defau1t 

3922M 

4466 

SOPD 

P4 

97 

18:1957 

HERRERA, 

VICTOR 

8183 

lrc07 

ST/NATIONAL 

AVESD 



System (5662)*, 760935 
(5662) 

3922M 

4466 

SOPD 

P4 

ER 

18:1957 

HERRERA, 
VICTOR 

8183 

trc07 

S41S7 

ST/NATTONAL 



00037A62/MOT/D#fau1t 
System (5662)*, 760935 









AVESD 



(5662) 
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Unit ID 

Car 

ID 

Agency 

Dispatch 

Group 

Stilus 

Time 

Employee 

ID 

Terminal 

Location 

Comment 

Unit 

Devices 

Employee Devices 

61352 

7248 

SDPD 

P6 

97 

18:23:20 

HALL, PATRICK 

5585 

J613S2 

SE SUB*PEER 
SUPPORT 


746262 

00037022/MDT/Defauit 
System (5585)*, 760163 
(5585) 

3924M 

4231 

SDPD 

P4 

ER 

18:24:59 

UNDERWOOD, 

JOSEPH 

8183 

trc07 

S40TH 

ST/NEWTON AVE 

SD 



00037AB7/MDT/Default 
System (6620)*, 760187 
(6620) 

3924M 

4231 

SDPD 

P4 

97 

18:24:59 

UNDERWOOD, 

JOSEPH 

8183 

trc07 

S40TH 

ST/NEWTON AVE 

SD 



00037AB7/MDT/Default 
System (6620)*, 760187 
(6620) 

3924M 

4231 

SDPD 

P4 

CL 

18:24:59 

UNDERWOOD, 

JOSEPH 

8183 

trc07 

S40TH 

ST/NEWTON AVE 

SD 



00037AB7/M DT/Default 
System (6620)*, 760187 
(6620) 

431Y2 

7057 

SDPD 

P4 

ER 

18:25:34 

DOWNING, 

BENJAMIN 

8183 

trc07 

UCSD 


745985 

000376DC/MDT/Default 
System (7203)*, 761700 
(7203) 

431Y2 

7057 

SDPD 

P4 

CL 

18:25:34 

DOWNING, 
BENJAMIN 

8183 

trc07 

UCSD 


745985 

000376DC/MDT/Defauit 
System (7203)*, 761700 
(7203) 

431Y2 

7057 

SDPD 

P4 

97 

18:25:35 

DOWNING, 

BENJAMIN 

8183 

trc07 

UCSD 


745985 

000376DC/MDT/Default 
System (7203)*, 761700 
(7203) 

452Q 

7040 

SDPD 

P4 

UC 

18:26:00 

SERRANO, 
DAVID 

6912 

$452Q 


Unit [452Q] Inf Issue Qry 0:6912 CLETS - IN LI: 
.NAM/DENHAM VAUGHN.DOB/01011969 

745976 

00037335/M DT/Default 
System (6912)*, 760971 
(6912) 

4S2Q 

7040 

SDPD 

P4 

UC 

18:26:23 

SERRANO, 
DAVID 

6912 

$452Q 


Unit [452Q] Inf Issue Qry 0:6912 CLETS - IR QVC: 
.NAM/DEN H AM, VAUGHN.D08/196 91001 

745976 

00037335/M DT/Defauit 
System (6912)*, 760971 
(6912) 

452Q 

7040 

SDPD 

P4 

UC 

18:28:09 

SERRANO, 

DAVID 

6912 

$452Q 


Unit [452Q] Inf Issue Qiy 0:6912 CLETS - IN LI: 
.NAM/DENHAM VAUGHN.DOB/10011969 

745976 

00037335/M DT/Default 
System (6912)*, 760971 
(6912) 

S21J1 

7215 

SDPD 

PS 

AV 

18:29:47 

DIAZ, CARLOS 

8183 

trc07 



746390 

0003700F/MDT/Default 
System (7677)*, 760243 
(7677) 

833S2 

7381 

SDPD 

P8 

ER 

18:30:40 

SINCLAIR, 
OMAR 

5195 

$833S2 

SE SUB 


746135 

000372E1/MDT/Default 
System (5195)*, 762061 
(5195) 

444Z2 

7453 

SDPD 

P4 

UC 

18:32:00 

GUTIERREZ, 

ARMANDO' 

McPARTLAND, 

SCOTT 

6445 

$444Z2 

1112 S 37TH ST 

SD 

REF#: E18080013454|Type: RC|Form: |Time: |Name: |DOB; 
|BWC: |RIPA |Comments: 211r 

746794 

00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

6S0S 


SDPD 

P4 

97 

18:32:01 


8295 

trc06 

4036 BOSTON 
AVESD 




444Z2 

7453 

SDPD 

P4 

UC 

18:32:26 

GUTIERREZ, 
ARMANDO' 
McPARTLAND, 
SCOTT 

6445 

J444Z2 

4036 BOSTON 
AVESD 

REF#: E18080013593jType: RC|Form: |Time: |Name: |D08: 
|8WC: [RIPA: |Comments: 245/ois 

746794 

00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

44422 

7453 

SDPD 

P4 

UC 

18:33:11 

GUTIERREZ, 
ARMANDO' 
McPARTLAND, 
SCOTT 

6445 

$444Z2 

1112 S 37TH ST 

SD 

REF#: E18080013454|Type: INV|Forni: |Time: |Name: |DOB: 
|BWC: |RIPA: |Comments: 211r 

746794 

00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

8BS2 

7381 

SDPD 

P8 

97 

18:41:52 

SINCLAIR, 

OMAR 

5195 

S833S2 

SE SUB 


746135 

000372E1/MDT/Default 
System (5195)*, 762061 
(5195) 

400C 


SDPD 

P4 

DP 

18:44:23 

HARA, JERRY P 

8183 

trc07 

S40TH 

ST/NATTONAL 

AVESD 



762178 (4973), 763755 
(4973) 

2923N2 

. 7461 

SDPD 

P4 

CL 

18:52:51 

MEDINA, 

ROGELIO 

"ROY" 

8183 

trc07 

SESUB 


745897 

000373EA/MDT/Default 
System (6545)*, 761758 
(6545) 

2923N 2 

7461 

SDPD 

P4 

ER 

18:52:51 

MEDINA, 

ROGELIO 

nor 

8183 

trc07 

SE SUB 


745897 

000373EA/MDT/Defau!t 
System (6545)*, 761758 
(6545) 

2923N 2 

7461 

SDPD 

P4 

97 

18:52:52 

MEDINA, 

ROGELIO 

"ROY” 

8183 

trc07 

SESUB 


745897 

000373EA/M DT/Defau 11 
System (6545)*, 761758 
(6545) 

514Y2 

7267 

SDPD 

P5 

UC 

19.01:10 

NICHOLAS, 
JAVIER 

8225 

trcOS 


Preempt:CAD AUTOMATIC PREEMPT Unit 514Y2 

746156 

000371BA/MDT/Default 
System (7179)*, 761558 
(7179) 

514Y2 

7267 

SDPD 

P5 

AV 

19:01:10 

NICHOLAS, 
JAVIER 

8225 

trc05 


Preempt:CAD AUTOMATIC PREEMPT Unit S14Y2 

746156 

000371BA/MDT/Default 
System (7179)*, 761558 
(7179) 

4S2Q 

7040 

SDPD 

P4 

DC 

19:18:22 

SERRANO, 
DAVID 

6912 

J452Q 

4056 BOSTON 
AVESD 

Tracking device 00037335/MDT/Defauit System cleared. 

745976 

00037335/M DT/Defauit 
System (6912)*, 760971 
(6912) 

452Q 

7040 

SDPD 

P4 

DC 

19:18:23 

SERRANO, 
DAVID 

6912 

J452Q 

4056 BOSTON 
AVESD 

Device 45976/Radio Alias/Default System removed. 


00037335/M DT/Default 
System (6912)*, 760971 
(6912) 

452Q 

7040 

SDPD 

P4 

DC 

19:18:24 

SERRANO, 
DAVID 

6912 

S452Q 

4056 BOSTON 
AVESD 

Device 45976/Radio Alias/Default System added. 

745976 

00037335/MDT/Default 
System (6912)*, 760971 
(6912) 

452Q 

7040 

SDPD 

P4 

DC 

19:18:25 

SERRANO, 

DAVID 

6912 

$452Q 

4056 BOSTON 
AVESD 

Tracking device 0003733 5/M DT/Default System set. 

745976 

00037335/MDT/Default 
System (6912)*, 760971 
(6912) 

452Q 

7040 

SDPD 

P4 

UC 

19:18:26 

SERRANO, 

DAVID 

6912 

$452Q 

4056 BOSTON 
AVESD 

New equipment list for Unit (452Q]: 

745976 

00037335/MDT/Default 
System (6912)*, 76,0971 
(6912) 

443S2 

7392 

SDPD 

P4 

97 

19:21:11 

WHITE, 

FRANKLIN 

8183 

trc07 

S40TH 

ST/NATIONAL 

AVESD 


745725 

00037317/MDT/Default 
System (6187)*, 761016 
(6187) 

WC01 

WC01 

SDPD 

PA 

AV 

19:32:39 

TANSEY, 
MICHAEL T 

4189 

SWC01 




000371E7/MDT/Default 
System (4189)*, 761463 
(4189) 

838K3 

7255 

SDPD 

P8 

UC 

19:35:11 

MORALES, 
JAVIER* 
RODRIGUEZ, 
JOSE 

6699 

$838K3 

4036 BOSTON 
AVESD 

REF#: E18080013593|Type: VC|Form: |Time: |Name: |DOB: 
|BWC: |RIPA: (Comments: 245/ois 

745012 

00037AOl/MDT/Default 
System {6699}*, 760792 
(6699), 762278 (7360) 
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Devices 

Employee Devices 

838*3 

7255 

SDPD 

P8 

UC 

19:35:44 

MORALES, 
JAVIER' 
RODRIGUEZ, 
JOSE 

6699 

S838K3 

4036 BOSTON 
AVESD 

REP#: E18080013593|Type: OINV|Form: |Time: |Name; 
|DOB: |8WC: |RIPA: |Comments; 245dv/ois 

745012 

00037AOl/MDT/Default 
System (6699)*, 760792 
(6699), 762278 (7360) 

392.5M 

4237 

SDPD 

P4 

AV 

19:35:53 

CAMPBELL, 
DOUGLAS 

6193 

J3925M 



745099 

00037A63/MDT/Default 
System (6193)*, 763727 
(6193) 

838K3 

7255 

SDPD 

P8 

AV 

19:36:15 

MORALES, 
JAVIER' 
RODRIGUEZ, 
JOSE 

6699 

J838K3 



745012 

00037A01/MDT/Default 
System (6699)*, 760792 
(6699), 762278 (7360) 

512S1 

7371 

SDPD 

P5 

AV 

19:41:11 

BISHOP, DEAN 

5937 

$512S1 



745712 

00037098/M DT/Default 
System (5937)*, 761499 
(5937) 

44422 

7453 

SDPD 

P4 

AV 

19:42:00 

GUTIERREZ, 
ARMANDO' 
McPARTLAND, 
SCOTT 

6445 

S444Z2 



746794 

00037604/M DT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

81122 

7421 

SDPD 

P8 

UC 

20:07:35 

CUMMING5, 
KEVIN' 
BELANGER, 
PETERR 

7326 

$811Z2 


Unit [811Z2] Inf Issue Qry 0:7326 CLETS - IR QVC: 
.OLN/88953838 

746780 

00037138/M DT/Default 
System (7326)*, 761404 
(6639), 763732 (7326) 

81122 

7421 

SDPD 

P8 

UC 

20:07:36 

CUMMINGS, 
KEVIN' 
BELANGER, 
PETER R 

7326 

J811Z2 


Unit [811Z2] Inf Issue Qry 0:7326 CLETS - ID LI: 
.OLN/B8953838 

746780 

00037138/MDT/Default 
System (7326)*, 761404 
(6639), 763732 (7326) 

4401 

2985 

SDPD 

P3 

AV 

20:21:18 

SERVIN, 

ERNESTO 

8441 

trc03 


Preempt Unit440L 


762474 (4886) 

440L 

2985 

SDPD 

P3 

UC 

20:21:18 

SERVIN, 
ERNESTO 

8441 

trc03 


Preempt Unit440L 


762474 (4886) 

440L 

2985 

SDPD 

P4 

DP 

20:21:19 

SERVIN, 
ERNESTO 

8441 

trc03 

4036 BOSTON 
AVESD 



762474 (4886) 

4401. 

2985 

SDPD 

P4 

97 

20:21:20 

SERVIN, 
ERNESTO 

8441 

trc03 

4036 BOSTON 
AVESD 



762474 (4886) 

4S5Q 

7059 

SDPD 

P4 

97 

20:32:11 

STERLING, 
TREVOR' 
SIMMERS. 
MEGAN 

8183 

trc07 

4036 BOSTON 

AVE SD 


746682 

00037346/MDT/Default 
System (7403)*, 760032 
(6955), 761702 (7403) 

433R02 

3794 

SDPD 

P4 

97 

20:32:16 

WELCH, 

DERRICK 

8183 

trc07 

S40TH 

ST/NATIONAL 

AVE SD 


746255 

00037AA8/MDT/Default 
System (8334)*, 761597 
(8334) 

400C 


SDPD 

P4 

97 

20:32:18 

HARA, JERRY P 

8183 

trc07 

S40TH 

ST/NATIONAL 

AVESD 



762178 (4973), 763755 
(4973) 

440PT2 

7075 

SDPD 

P4 

97 

20:32:22 

GONZALEZ. 
MICHEAL ‘ 
DONAHUE, 
KRISTIN 

8183 

trc07 

4036 BOSTON 
AVESD 


746089 

00037307/MDT/Default 
System (6996)*, 760970 
(6996), 763453 (9934) 

83213 


SDPD 

P8 

97 

20:57:16 

RODRIGUEZ, 

JOSE 

8183 

trc06 

S40TH 

ST/NATIONAL 

AVESD 



762278 (7360) 

837J3 


SDPD 

P8 

DP 

20:57:16 

RODRIGUEZ, 
JOSE 

8183 

trc06 

S40TH 

ST/NATIONAL 

AVE SD 



762278 (7360) 

457E 


SDPD 

P4 

AV 

21:21:29 

GONZALEZ, 

YOVANNA 

8220 

trc07 




761771 (6720) 

515Y2 

6815 

SDPD 

P5 

UC 

21:25:44 

ECKARD, 
WENDE 

8220 

trc07 


Preempt:CAD AUTOMATIC PREEMPT Unit 515Y2 

745739 

00037S6A/MDT/Default 
System (5540)*, 762096 
(5540) 

51SY2 

6815 

SDPD 

P5 

AV 

21:25:44 

ECKARD, 

WENDE 

8220 

trc07 


Preempt:CAD AUTOMATIC PREEMPT Unit 515Y2 

745739 

0003756A/MDT/Default 
System (5540)*, 762096 
(5540) 

447J3 

7104 

SDPD 

P4 

DP 

21:41:18 

CORTEZ, 

JOHN 

8220 

trc07 

S40TH 

ST/NATIONAL 

AVESD 


746128 

00037501/MDT/Default 
System (5999)*, 760588 
(5999) 

400C 


SDPD 

P4 

AV 

21:41:34 

HARA, JERRY P 

8220 

trc07 




762178 (4973), 763755 
(4973) 

444J3 

7306 

SDPD 

P4 

DP 

21:43:10 

TORRES, 
ANGELICA 

8220 

trc07 

4036 BOSTON 

AVE SD 


746537 

000374DA/MDT/Default 
System (7318)*, 760081 
(7318) 

444J3 

7306 

SDPD 

P4 

ER 

21:43:15 

TORRES, 

ANGEUCA 

7318 

S444J3 

4036 BOSTON 
AVESD 


746537 

000374DA/MDT/Default 
System (7318)*, 760081 
(7318) 

444J3 

7306 

SDPD 

P4 

a 

21:43:18 

TORRES, 
ANGEUCA 

8220 

trc07 

S40TH 

ST/NATIONAL 

AVESD 


746537 

000374 DA/MDT/Default 
System (7318)*, 760081 
(7318) 

444,B 

7306 

SDPD 

P4 

ER 

21:43:18 

TORRES, 
ANGEUCA 

7318 

J444J3 

S40TH 

ST/NATIONAL 

AVESD 


746537 

000374 DA/M DT/Defauit 
System (7318)*, 760081 
(7318) 

447J3 

7104 

SDPD 

P4 

ER 

21:43:29 

CORTEZ, 

JOHN 

5999 

$447J3 

S40TH 

ST/NATIONAL 

AVESD 


746128 

00037501/MDT/Default 
System (5999)*, 760588 
(5999) 

447J3 

7104 

SDPD 

P4 

UC 

21:44:40 

CORTEZ, 

JOHN 

5999 

S447J3 

1500 ALTADENA 
AVESD 

REF#: E18080013699|Type: VC|Form: |Time: [Name: |DOB: 
|BWC: |RIPA: |Comments: SLEEPER 

746128 

00037501/MDT/Default 
System (5999)*, 760588 
(5999) 

447J3 

7104 

SDPD 

P4 

97 

21:46:03 

CORTEZ, 

JOHN 

8220 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746128 

00037501/M DT/Default 
System (5999)*, 760588 
(5999) 

447J3 

7104 

SDPD 

P4 

a 

21:46:03 

CORTEZ, 

JOHN 

8220 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746128 

00037501/MDT/Default 
System (5999)*, 760588 
(5999) 

447J3 

7104 

SDPD 

P4 

ER 

21:46:03 

CORTEZ, 

JOHN 

8220 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746128 

00037501/MDT/Default 
System (5999)*, 760588 
(5999) 

444)3 

7306 

SDPD 

P4 

ER 

21:46:11 

TORRES, 

8220 

trc07 



746537 



ANGEUCA 
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Unit ID 

Car 

ID 

Agen<y 

DuyiAtrli 

Group 

Status 

Time 

Employee 

ID 

Terminal 

Location 

Comment 

Unit 

Dcuicre 

Employe* Device* 










S40TH 

ST/NEWTON AVE 

SD 



000374 DA/M DT/Default 
System (7318)', 760081 
(7318) 

444/3 

7306 

SDPD 

P4 

CL 

21:46:11 

TORRES, 

ANGELICA 

8220 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746537 

000374DA/MDT/Defau!t 
System (7318)*, 760081 
(7318) 

444/3 

7306 

SDPD 

P4 

97 

21:46:12 

TORRES, 

ANG&UCA 

8220 

trcQ/ 

S40TH 

Sr/NEWfON AVE 

SD 


746537 

000374DA/MDT/Oefautt 
System (7318)*, 760C81 
(7318) 

447/3 

7104 

SDPD 

P4 

97 

2150:43 

CORTEZ, 

JOHN 

5999 

S447J3 

S40TH 

ST/NEWTON AVE 

SD 


746128 

00037501/MDT/Default 
System (5999)*, 760588 
(5999) 

M3 52 

7381 

SDPD 

P8 

AV 

2152:17 

SINCLAIR, 

OMAR 

5195 

$833S2 



746135 

000372€l/MDr/Defeult 
System (5195)*, 762C61 
(5195) 

3921M 


SDPD 

P4 

AV 

2157:24 

GRAVES, 
/AMES E 

8220 

trc07 




760834(4491) 

44a 

2985 

SDPD 

P4 

AV 

21:59:00 

SERVO*, 
ERNESTO 

8220 

trc07 




762474 (4886) 

81172 

7421 

SDPD 

P8 

AV 

2L59:19 

CUMMINGS. 

KEVIN' 
BELANCIR. 
PETER R 

7326 

J811Z2 



746780 

00037133/MDT/Oefault 
System (7326)*, 761404 
(6639), 763732 (7326) 

837J3 


SDPD 

P8 

AV 

22fl6:05 

RODRIGUEZ, 
JOSE 

8766 

trcOfl 




762278 (7360) 

83CPT2 

7274 

SDPO 

P8 

UC 

22:0850 

ORSO, 
LAWRENCE' 
MACS DO. 
MARIC&A 

6760 

S830PT2 

4036 BOSTON 

AVE SD 

REF#: E18080013S93|Typ« VqForrrt |Tlme: |N»ne: |D0«: 
|BWC Yes|RlPA: (Comments: 245 

74S718 

00037410/M DT/Default 
System (6760)*, 762472 
(6763), 763096 (993S) 

830PT2 

7274 

SDPD 

P8 

DC 

22:0920 

ORSO. 
LAWRENCE 1 
MACE OO, 
MAWCE1A 

6760 

S830PT2 

4036 BOSTON 

AVE SD 

REF#: E16O80OUSM[Type: 0JNV|Formr [rime: (Name: 
pCfl: PWO |R1PA: |Comments: 24S 

74S718 

000374 lB/MDT/Default 
System (6760)*, 762472 
(6760), 763096 (9935) 

830PT2 

7274 

SDPD 

P8 

AV 

22:10:13 

ORSO, 
LAWRENCE* 
MACECO, 
MAWCELA 

8766 

tr(08 


PreemptREPORT APPROVAL MTG (1017) - Unit 830PT2 

74 5718 

00037419/MDT/Default 
System (6760)*, 762472 
(6760), 763096 (9935) 

830PT2 

7274 

SDPD 

P8 

UC 

22*10:13 

ORSO, 
LAWRENCE* 
MAC EDO 
MAWCELA 

8766 

trc08 


Preempt REPORT APPROVAL MTG (1017) -UnH 83OPT2 

74 5718 

00037413/MDT/Default 
System (5760)*, 762472 
(6760). 763096 (9935) 

440PT2 

7075 

SDPD 

P4 

UC 

2217:26 

GONZALEZ, 
MJCHEAL■ 
DONAHUE, 
KHtS’lIN 

6996 

5440PT? 

EUCLID 

AVE/1MPERIAL 

AVE SD 


746C89 

00037307/MDT/Defauit 
System (6996)*, 760970 
(6996), 763453 (9934) 

440PT2 

7075 

SDPD 

P4 

UC 

22:16:24 

GONZALEZ. 
MICHEAL' 
DONAHUE. 
KfCSUN 

6996 

J440PT2 

4036 BOSTON 
AVESD 

R£F#: E180B0013S93|Type: VC|Form: rime: |Nan»: |DOB: 
PWC Yes|RIPA |Comments: 245 

746089 

00337307/MDT/Defadt 
System (6996)*, 760970 
(6996), 763453 (9934) 

3924M 

4231 

SDPD 

P4 

AV 

22:22:17 

UNDERWOOD, 

JOSEFH 

6620 

S3924M 




00037AB7/MDT/Defautt 
System (6620)*, 760187 
(6620) 

3922M 

4466 

SDPD 

P4 

AV 

22:23:02 

HERRERA, 
VICTOR 

$662 

S3922M 




0C037A62/MDT/Defaiit 
System (5662) *, 76093S 
(5662) 

44422 

74S3 

SDPD 

P4 

DP 

22:3fc23 

GUTIERREZ, 
ARMANDO' 
McPARTLAND. 
SCOTT 

8750 

trc09 

4036 BOSTON 
AVESD 


746791 

00037604/MDT/Default 
System (6445)‘, 760604 
(6445), 761321 (6213) 

444« 

7453 

SDPO 

P4 

97 

22:30-24 

GUTIERREZ, 
ARMANDO' 
McPARTLAND. 
SCOTT 

8750 

trc09 

4036 BOSTON 
AVESD 


746794 

00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

725Z2 

7221 

SDPD 

P7 

UC 

22:3716 

HERNANDEZ, 
MILTON ' 
ROCHA, 
JASMIN 

7446 

$72522 

4036 BOSTON 
AVESD 

REF#: E19060013593|Typ«: RC|Form: (Tone: |Neme: |DOB 
|BWC: |R1PA: [Convnents: 245 

746448 

00037570/MDT/Default 
System (7446)*, 760162 
(7253), 761374 (7446) 

72S22 

7221 

SDPD 

P7 

UC 

221713 

HERNANDEZ, 
MILTCN ' 
ROCHA, 
JASMIN 

7446 

$72522 

4036 BOSTON 
AVESD 

REf#: £18080013 S93)Type: OfNVIFoim: |T!me: |Name: 
|DOB: teWC- |fUPA: IComment* PPR X2 

746448 

00037570/MDT/Defauft 
System (7-446>*. 760162 
(7253), 761374 (7446) 

72S22 

7221 

SDPD 

P7 

AV 

2217:48 

HERNANDEZ, 
MILTON 1 
ROCHA, 
JASMiN 

74*16 

$72522 



746448 

00037 570/MDT/Defaull 
System (7446)*, 760162 
(7253), 761374 (7446) 

72S22 

7221 

SDPO 

P7 

DP 

22:42:17 

HERNANDEZ, 
MILTON 1 
ROCHA, 
JASMIN 

8220 

trc07 

4036 B05TON 
AVESD 


746448 

0C037570/MDT/Default 
System (7446)*, 760162 
(7253), 761374 (7446) 

725Z2 

7221 

SDPD 

P7 

ER 

22:42:23 

HERNANDEZ, 
MILTON ' 
ROCHA, 
JASMIN 

8220 

trcO) 

*10/6 BOSTON 
AVESD 


746448 

OCO37570/MDT/Defai4t 
System (7446)*, 760162 
(7253), 761374 (7446) 

72522 

7221 

SDPD 

P7 

a 

22:42:23 

HERNANDEZ, 
MILTON • 
ROCHA, 
JASMIN 

6220 

trc07 

*1036 BOSTON 
AVESD 


746448 

0C037S7Q/MDT/D*fadt 
System (7446)*, 760162 
(7253), 761374 (7446) 

725Z2 

7221 

SDPO 

P7 

97 

22:42:23 

HERNANDEZ, 
MILTON • 
ROCHA, 
JASMIN 

8220 

trc07 

4036 BOSTON 
AVESD 


746448 

0C03 f 570/MUT/Defauh 
System (7446)*, 760162 
(7253), 761374 (7446) 

725Z2 

7221 

SDPO 

P7 

97 

22:4212 

HERNANDEZ, 
MILTON • 
ROCHA, 
JASMIN 

7446 

$72522 

4036 BOSTON 
AVESD 


746448 

O0O3757Q/MDT/Detadt 
System (7446)*. 760162 
(72S3). 761374 (7446) 

712Z2 

7283 

SOPO 

P7 

UC 

22:4415 

FAONESS. 
ALETHEIA 1 

7657 

$71272 

4036 BOSTON 
AVESD 

REF#: E18090013593|Typa: VC|Fomt |Time: p*ame: (006: 
|BWC: VwjRIPA: |CommenU: 24S 

746180 

000373C0/MOT/Defauh 
System (7657)*, 760086 
(7657), 760942 (7473) 


http://inetviewer.cad9! 1 .pd.sannet.gov/NetViewer/InquiryCommand/EventUnit?eid : =49988... 8/9/2018 
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IMt ID 

Car 

ID 

A{j«ney 

Dbpatch 

Group 

Status 

Umo 

Employee 

ID 

Terminal 

Location 

CwmWnt Device. 

Employee Devices 







GARCIA, 

EDGAR 






712Z2 

7283 

SDPD 

P7 

DC 

22:44.48 

FADNKS, 
ALETHEIA ‘ 
GARCIA, 
EDGAR 

7657 

S712Z2 

4036 BOSTON 

AVESD 

REM: E18080013S93Pype: OtNVIForm: pirn* (Name: 

pOB: |BWO |R1PA |Commentv ARJIS-9 746180 

000373CO/MDT/Def null 
System (7657)*. 760036 
(7657), 760942 (7473) 

71222 

7283 

SDPD 

P7 

ER 

22:45.03 

FADNESS, 
ALETHEIA' 
GARCIA, 
EDGAR 

7657 

(71222 

SOUTHERN 

746180 

000373C<VMOT/Default 
System (7657)*. 760086 
(7657). 760942 (7473) 

71222 

7283 

SDPD 

P7 

CL 

22:4503 

FAQNKSS, 
ALETHEA' 
GARCTA. 
EDGAR 

7657 

S712Z2 

SOUTHERN 

746180 

OOO373C0/MDT/Default 
System (765/)*. 760086 
(7657). 760942 (7473) 

441Z2 

7297 

SDPD 

P4 

DC 

2256:29 

LODGHUN, 
TIMOTHY 1 
SHIELDS 
ROGSTAD, 
BRYAN 

LOUGHUN 

7231 

S441Z2 

4501 LOGAN AVE 

SO 

REFf: El 8080013409JTy5>e: RCJForm: |Time: (Name: |DOB: 

|BWC: IRIPAr |Comm*nls: 4156v 

000372F8/MDT/Defauit 
System (7231)*, 760039 
(7231), 761058 (7066) 

44122 

7297 

SDPD 

P4 

DC 

22:58:03 

TIMOTHY •' 
SHIELDS 
ROGSTAD, 

7231 

S441Z2 

4501 LOGAN AVE 

SD 


OOB72F8/MDT/Default 
System (7231)*, 760039 
(7231), 761058 (7066) 







BRYAN 






71222 

7283 

SDPD 

P7 

97 

230&4S 

FADNESS, 
ALETHEIA 1 
GARCIA, 
EDGAR 

7657 

S712Z2 

SOUrHERN 

746180 

000373CO/MDT/Defaull 
System (7657)*. 76C0B6 
(7657). 760942 (7473) 

433S2 

7047 

SDPD 

P4 

AV 

23:12:05 

ALEXANDER. 
ALONZO 

NAZAROV 

4638 

*43352 


746477 

0003732C/MDT/Default 
System (4638)*, 760181 
[4638) 

430PT2 

7455 

SOPD 

P4 

UC 

23:17:27 

VLADIMIR' 
WILLIAMS. 

6759 

S43QPT2 



00037388/MDT/Defeult 
System (6759)*, 761327 
(6759), 761742 (9966) 







SAQUCl. 

NAZAROV, 






430PT2 

7455 

SDPD 

P4 

DC 

23:19:10 

VLADIMIR : 

mUAMS. 

6759 

S430PT2 



00037388/MDT/Dafault 
System (6759)*, 761327 
(6759), 761742 (9966) 







RAQUEL 






430PT2 

7455 

SOPD 

P4 

UC 

23:19:11 

NAZAROV, 
VLADIMIR' 
WILLIAMS, 

6759 

S430PT2 


■ ■■ 

000373B8/MDT/D9fault 
System (6759)*, 761327 
(6759), 761742 (5966) 













41822 

7007 

SOPD 

P4 

AV 

23:20:19 

1WAT5URU, 
JEFFREY ’ 
LANGLEY. 
EMERY 

8220 

trc07 


746611 

00037CC2/MDT/Default 
System (7S23)*, 761789 
(7129). 761930 (7S23) 

725Z2 

7221 

SDPD 

P7 

AV 

23:21:00 

HERNANDEZ, 
MILTON ' 
ROCHA. 
JASMIN 

7446 

S725Z2 


746448 

00037570/MDT/Defait 
System (7446)*, 760162 
(7253), 761374 (7446) 

61352 

7248 

SDPD 

P6 

AV 

23:50.08 

HAIL, PATRICK 

5585 

J613S2 


746262 

00037022/MDT/OefcJt 
System (5585)*, 760163 
(5585) 

650S 


SDPD 

P4 

AV 

23:53:50 


84-11 

trc03 




71222 

7283 

SDPD 

P7 

AV 

23:5609 

FADNESS, 

ALETHEIA' 

GARCIA. 

UXJAK 

7657 

1712Z2 


746180 

000373CIYMDT/Dofault 
System (7657)*, 760086 
(7657), 76094? (7473) 

400 IS 


SDPD 

PO 

AV 

00:32:58 

RIVERA. 

CARMBJN 

8108 

OcOl 


Preempt Unit 4001S 

761542 (5336) 

400IS 


SDPD 

PO 

UC 

00:32:58 

RIVERA, 

CARMBJN 

8108 

11601 


Preempt Unit 4001S 

761S42 (5336) 

400IS 


SDPD 

P4 

DP 

00:3306 

RIVERA. 

CARMBJN 

8108 

0601 

4036 BOSTON 

AVE SD 


761542 (5336) 

4001S 


SDPD 

P4 

97 

00:3307 

RIVERA, 

CARMBJN 

8108 

0601 

4036 BOSTON 

AVE SD 


761542 (5336) 

62SS3 

7034 

SOPD 

P6 

DP 

00:3405 

ZMGHBM, 
HANS 

8183 

trc06 

UCSD 

746129 

00037102/MDT/Defai4t 
System (5474)*. 761070 
(5474) 

UNIT! 


SDPD 

PO 

AV 

00:34:41 

NISLEIT, 
DAVIDS 

8KW 

0601 


Preempt Unit UNIT1 

761019 (4303), 762430 
(4303) 

UNIT1 


SDPD 

PO 

DC 

(Xk34:4l 

NISLEIT, 

DAVIDS 

8108 

0601 


Preempt Unit UNIT1 

761019 (4303), 762430 
(4303) 

UNJT1 


SDPD 

P4 

DP 

0034:47 

NISLEIT, 

DAVIDS 

8108 

0601 

4036 BOSTON 

AVE SO 


761019 (4303), 762430 
(4303) 

UN1T1 


SDPD 

P4 

97 

0034:48 

NIStfIT, 
DAVIDS 

8108 

0601 

4036 BOSTON 

AVE SD 


761019 (4303). 762430 
(4303) 

712R03 

3801 

SDPD 

P7 

DP 

00:42:13 

SOUS. 

HERIBERTO 

8220 

trc07 

S40TH 

ST/NAHONAL 

AVE SD 

74639S 

00037S3A/MDT/Default 
System (8447)*, 760508 
(8447) 

712R03 

3801 

SDPD 

P7 

ER 

00:43:14 

sous. 

HERIBERTO 

8447 

J712R03 

S40TH 

ST/NATIONAL 

AVE SD 

746395 

0003753A/MDT/Oe(aull 
System (8447)*, 760508 
(8447) 

12SR03 

3795 

SDPD 

PI 

OP 

00:44:22 

HILLS. DAVID 

8220 

lre07 

S40TH 

ST/NATIONAL 

AVE SO 

746181 

00037607/MOT/De fault 
System (8816)*. 761934 
(8816) 

12SR03 

3795 

SDPD 

PI 

ER 

0(W4:32 

HILLS. DAVID 

8816 

5125R03 

S40TH 

ST/NAnONAL 

AVE SO 

746181 

0OQ376O7/MDT/Defai4t 
System (8816)*, 761934 
(8816) 

44422 

7453 

SDPD 

P4 

UC 

00:53:14 

GUTIERREZ. 

ARMANDO' 

McPARTLAND. 

scon 

6445 

(444Z2 

1490S43RDST 

SO 

REF* E18080013795|Type- RCjEom* [Tene: [Name: |D06: 

|8WC: |RIPA- (Comments: 459a 

0003760VMDT/Del»4t 
System (6445)*, 760604 
(6445), 761321 (6213) 

444Z2 

7453 

SDPD 

P4 

UC 

00:53:32 

GUIIERREZ. 
ARMANDO 1 

6445 

(444Z2 

312 EUCUD AVE 

SO 

REF* E18O80G1384 J|lype: Rqporm: (Tene: [Name: |DOB: 746794 

(8WC |RJPA- (Comments: 4156v 
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Car 

ID 
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Dhpatch 
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Time 
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Location 
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Unit 

Devices 

Employee Devices 







McPARTLAND, 
SCOTT 






00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

444Z2 

7453 

SDPD 

P4 

UC 

00:54:01 

GUTIERREZ, 

ARMANDO' 

McPARTLAND, 

SCOTT 

6445 

J444Z2 

4036 BOSTON 
AVESD 

REF#: E18080013593|Type: OINV|Form: jTime: |Name: 
|DOB: |BWC: |RIPA |Comments: a9 

746794 

00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

712R03 

3801 

SDPD 

P7 

97 

00:54:43 

SOUS, 

HERIBERTO 

8447 

$712R03 

S40TH 

ST/NATIONAL 

AVESD 


746395 

0003753A/M DT/Default 
System (8447)*, 760508 
(8447) 

615RG3 

3803 

SDPD 

P6 

DP 

00:55:02 

FURBERSHAW, 

TRACEY 

8183 

trc06 

4036 BOSTON 
AVESD 


746209 

00037373/MDT/Default 
System (8861)*, 762679 
(8861) 

615R03 

3803 

SDPD 

P6 

ER 

00:56:18 

FURBERSHAW, 

TRACEY 

8861 

S615R03 

4036 BOSTON 

AVE SD 


746209 

00037373/MDT/Default 
System (8861)*, 762679 
(8861) 

712R03 

3801 

SDPD 

P7 

ER 

00:57:37 

SOUS, 

HERIBERTO 

8220 

trc07 

S41ST 

ST/BOSTON AVE 

SD 


746395 

0003753A/M DT/Default 
System (8447)*, 760508 
(8447) 

712R03 

3801 

SDPD 

P7 

CL 

00:57:37 

SOUS. 

HERIBERTO 

8220 

trc07 

S41ST 

ST/BOSTON AVE 

SD 


746395 

0003753A/M DT/Default 
System (8447)*, 760508 
(8447) 

712R03 

3801 

SDPD 

P7 

97 

00:57-38 

SOUS, 

HERIBERTO 

8220 

trc07 

S41ST 

ST/BOSTON AVE 

SD 


746395 

0003753A/M DT/Default 
System (8447)*, 760508 
(8447) 

2923N2 

7461 

SDPD 

P4 

AV 

00:57:48 

MEDINA, 

ROGEUO 

“ROY" 

6545 

$2923N2 



745897 

000373EA/MDT/Default 
System (6545)*, 761758 
(6545) 

43422 

7220 

SDPD 

P4 

ER 

00:59:33 

AYALA, LUIS' 
HAMILTON, 
RONALD 

7339 

$434Z2 

SE SUB 


746387 

00037080/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

434Z2 

7220 

SDPD 

P4 

a 

00:59:33 

AYALA. LUIS' 
HAMILTON, 
RONALD 

7339 

$434Z2 

SE SUB 


746387 

00037080/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

434Z2 

7220 

SDPD 

P4 

97 

00:59:43 

AYALA. LUIS' 
HAMILTON. 
RONALD 

7339 

$434Z2 

SE SUB 


746387 

00037080/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

125R03 

3795 

SDPD 

PI 

97 

01:05:33 

HILLS, DAVID 

8316 

$125R03 

S40TH 

ST/NATIONAL 

AVESD 


746181 

00037607/M DT/Default 
System (8816)*, 761934 
(8816) 

455Q 

7059 

SDPD 

P4 

AV 

01:06:48 

STERUNG, 
TREVOR' 
SIMMERS, 
MEGAN 

8220 

trc07 



746682 

00037346/MDT/Default 
System (7403)*, 760032 
(6955), 761702 (7403) 

452Q 

7040 

SDPD 

P4 

AV 

01:06:51 

SERRANO, 

DAVID 

8220 

trc07 



745976 

00037335/M DT/Default 
System (6912)*, 760971 
(6912) 

44122 

7297 

SDPD 

P4 

AV 

01:06:51 

LOUGHUN, 
TIMOTHY’ 
SHIELDS 
ROGSTAD, 
BRYAN 

7231 

$441Z2 



746308 

000372F8/MDT/Default 
System (7231)*, 760039 
(7231), 761058 (7066) 

615R03 

3803 

SDPD 

P6 

97 

01:14:23 

FURBERSHAW, 

TRACEY 

8861 

$615R03 

4036 BOSTON 
AVESD 


746209 

00037373/MDT/Default 
System (8861)*, 762679 
(8861) 

625S3 

7034 

SDPD 

P6 

AV 

01:22:12 

ZING HEIM, 
HANS 

5474 

$625S3 



746129 

00037102/MDT/Default 
System (5474)*, 761070 
(5474) 

440PT2 

7075 

SDPD 

P4 

AV 

01:27:32 

GONZALEZ, 
M1CHEAL' 
DONAHUE, 
KRISTIN 

6996 

$440PT2 



746089 

00037307/MDT/Default 
System (6996)*, 760970 
(6996), 763453 (9934) 

433R02 

3794 

SDPD 

P4 

UC 

01:29:10 

WELCH, 

DERRICK 

8334 

$433R02 

7344 NEBRASKA 
AVESD 

REF#: E18080013086|Type: RC|Form: |Time: |Name: [DOB: 
|BWC: No|RIPA: [Comments: XX 

746255 

00037AA8/MDT/Default 
System (8334)*, 761597 
(8334) 

433R02 

3794 

SDPD 

P4 

UC 

01:29:22 

WELCH, 

DERRICK 

8334 

$433R02 

SOLOLAAVE/S 
EUCUD AVE SD 

REF#: E18O8O013535|Type: RTN|Form: [Time: |Name: |DOB: 
|BWC: No|RIPA: [Comments: XX 

746255 

00037AA8/MDT/Default 
System (8334)*, 761597 
(8334) 

433R02 

3794 

SDPD 

P4 

UC 

01:29:36 

WELCH, 
DERRICK 

8334 

$433R02 

4036 BOSTON 

AVE SD 

REF#: E18080013593(Type: VC|Form: [Time: [Name: |DOB: 
|BWC: No|RIPA: [Comments: XX 

746255 

00037AA8/MDT/Default 
System (8334)*, 761597 
(8334) 

433R02 

3794 

SDPD 

P4 

AV 

01:29:49 

WELCH, 
DERRICK 

8334 

$433R02 



746255 

00037AA8/MDT/Default 
System (8334)*, 761597 
(8334) 

444Z2 

7453 

SDPD 

P4 

AV 

01:37:14 

GUTIERREZ, 
ARMANDO' 
McPARTLAND. 

scon 

6445 

$444Z2 



746794 

00037604/MDT/Default 
System (6445)*, 760604 
(6445), 761321 (6213) 

HOM4 


SDPD 

P0 

DP 

01:38:07 


8108 

tldOl 

4036 80STON 
AVESD 




HOM4 


SDPD 

P0 

97 

01:38:08 


8108 

tldOl 

4036 BOSTON 
AVESD 




430PT2 

7455 

SDPD 

P4 

AV 

02:08:31 

NAZAROV, 

VLADIMIR' 

WILLIAMS, 

RAQUEL 

6759 

$430PT2 



746791 

00037388/MDT/Default 
System (6759)*, 761327 
(6759), 761742 (9966) ' 

615R03 

3803 

SDPD 

P6 

UC 

02:2130 

FURBERSHAW, 

TRACEY 

8361 

$615R03 


Unit [615R03] Inf Issue Qry 0:N 001 LTS 
KQ.CA0371164.TX.TXTOLN/16328344.PUR/C.ATN/615RO3 

746209 

00037373/MDT/Default 
System (8861)*, 762679 
(8861) 

447V2 

7172 

SDPD 

P4 

AV 

02:26:07 

ROBBINS, 
KENNETH 

5459 

$447Y2 



746093 

00037426/MDT/Default 
System (5459)*, 761195 
(5459) 

434J3 

7287 

SDPD 

P4 

97 

02:27:25 

ULOVEC, 
GEOFFREY 

8220 

trc07 

S40TH 

ST/NATIONAL 

AVESD 


746281 

0003711D/MDT/Default 
System (6767)*, 762004 
(6767) 

434J3 

7287 

SDPD 

P4 

DP 

02:27:25 


8220 

trc07 



746281 
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ULOVEC, 
GEOFFREY 



S40TH 

ST/NATIONAL 

AVESO 



0003711D/MDT/Default 
System (6767)*, 762004 
(6767) 

431Y2 

7057 

SDPD 

P4 

AV 

02:31:40 

DOWNING, 
BENJAMIN 

7203 

$431Y2 



745985 

000376DC/MDT/Default 
System (7203)*, 761700 
(7203) 

443S2 

7392 

SDPD 

P4 

AV 

02:40:33 

WHITE, 
FRANKUN 

6187 

$443S2 



745725 

00037317/M DT/Default 
System (6187)*, 761016 
(6187) 

UNJT1 


SDPD 

P4 

AV 

02:45:23 

NISLETf, 
DAVIDS 

8220 

trc07 




761019 (4303), 762430 
(4303) 

430L 


SDPD 

P4 

AV 

02:45:35 

KELSO. 
BENJAMIN A 

3220 

trc07 




760235 (4702) 

4001S 


SDPD 

P4 

AV 

02:45:48 

RIVERA, 

CARMEUN 

8220 

trc07 




761542 (S3 3 6) 

712R03 

3801 

SDPD 

P7 

UC 

02:46:12 

SOUS, 

HERIBERTO 

8447 

S712R03 

4036 BOSTON 

AVE SD 

REF#: E18080013593|Type: VC|Form: |Time: |Name: |D08: 
jBWC: |RIPA: [Comments: traff control at 41st/boston in 
p4. 

746395 

0003753A/M DT/Default 
System (8447)*, 760508 
(8447) 

615R03 

3803 

SDPD 

P6 

UC 

03:05:58 

FURBERSHAW, 

TRACEY 

8861 

$615R03 

4000 BOSTON 

REF#: |Type: RC|Form: |Time: |Name: |DOB: |BWC: |RIPA; 
[Comments: 245/ois 

746209 

00037373/M DT/Default 
System (8861)*, 762679 
(8861) 

431J3 

6764 

SDPD 

P4 

DP 

03:12:31 

JORGENSEN, 
ALYCE 

8220 

trc07 

S40TH 

ST/NATIONAL 

AVE SD 


746449 

0003749B/M DT/Default 
System (7661)*. 760807 
(7661) 

43U3 

6764 

SDPD 

P4 

97 

03:12:31 

JORGENSEN, 
ALYCE 

8220 

trc07 

S40TH 

ST/NATIONAL 

AVE SD 


746449 

0003749B/M DT/Default 
System (7661)*, 760807 
(7661) 

61SR03 

3803 

SDPD 

P6 

UC 

03:13:54 

FURBERSHAW, 

TRACEY 

8861 

$61SR03 


Unit [615R03] Inf Issue Qry 0:8861 CLETS- IA QV: 
.UC/7EKW070.US/CA 

746209 

00037373/M DT/Default 
System (8861)*, 762679 
(8861) 

61SR03 

3803 

SDPD 

P6 

UC 

03:13:55 

FURBERSHAW, 

TRACS'/ 

8861 

$615R03 


Unit [615R03] Inf Issue Qry 0:8861 CLETS- IV: 
.UC/7EKW070.US/CA 

746209 

00037373/MDT/Default 
System (8861)*, 762679 
(8861) 

615R03 

3803 

SDPD 

P6 

UC 

03:14:44 

FURBERSHAW, 

TRACEY 

8861 

$615R03 


Unit [615R03] Inf Issue Qry 0:8861 CLETS - ID 1.1: 
.OLN/D9570206 

746209 

00037373/MDT/Default 
System (8861)*, 762679 
(8861) 

61SR03 

3803 

SDPD 

P6 

UC 

03:1736 

FURBERSHAW, 

TRACEY 

8861 

$615R03 


Unit [615R03) Inf Issue Qiy 0:8861 CLETS- IA QV: 
.UC/7EKW070.US/CA 

746209 

00037373/MDT/Default 
System (8861)*, 762679 
(8861) 

43413 

7287 

SDPD 

P4 

AV 

03:23:43 

ULOVEC, 

GEOFFREY 

8220 

trc07 


Preempf.CAD AUTOMATIC PREEMPT Unit 434J3 

746281 

0003711D/MDT/Default 
System (6767)*, 762004 
(6767) 

43413 

7287 

SDPD 

P4 

UC 

03:23:43 

ULOVEC, 

GEOFFREY 

8220 

trc07 


PreemptCAD AUTOMATIC PREEMPT Unit 434J3 

746281 

0003711D/MDT/Default 
System (6767)*, 762004 
(6767) 

431J3 

6764 

SDPD 

P4 

UC 

03:55:34 

JORGENSEN. 
ALYCE 

7661 

$431J3 

749 RAVEN ST SD 

REF#: E18080014092|Type: RC[Form: [Time: lName: |DOB: 
|BWC: YesIRIPA: Nojcomments: 245 

746449 

0003749B/M DT/Defau It 
System (7661)*, 760807 
(7661) 

431.13 

6764 

SDPD 

P4 

UC 

03:55:57 

JORGENSEN, 
ALYCE 

7661 

S431J3 

4444 MARKET ST 

SD 

REF#: E18080014167|Type: VC[Form: |Tlme: |Name: |DOB: 
|BWC: No]RIPA Yesjcomments: 245 

746449 

0003749B/MDT/Default 
System (7661)*, 760807 
(7661) 

431J3 

6764 

SDPD 

P4 

UC 

03:56:17 

JORGENSEN, 
ALYCE 

7661 

S431J3 

4036 BOSTON 

AVE SD 

REF#: E18080013593|Type: VC[Form: |Tlme: |Name: |D08: 
|BWC: No|RIPA: No[Comments: 245 

746449 

0003749B/MDT/Default 
System (7661)*, 760807 
(7661) 

43422 

7220 

SDPD 

P4 

AV 

04:01:17 

AYALA .LUIS' 
HAMILTON, 
RONALD 

8/50 

trc09 



746387 

000370B0/MDT/Default 
System (7339)*, 760227 
(7158), 762202 (7339) 

447J3 

7104 

SDPD 

P4 

UC 

04:09:11 

CORTEZ, 

JOHN 

5999 

$447J3 

4036 BOSTON 

AVE SD 

REF#: E18080013593|Type: RC|Form: |Time: |Name: |DOB: 
|BWC: |RIPA: [Comments: 245 

746128 

00037501/MDT/Default 
System (5999)*, 760588 
(5999) 

44613 

6992 

SDPD 

P4 

DP 

05:01:01 

ROSAS. 
IRVING 

8220 

trc07 

S41ST 

ST/BOSTON AVE 

SD 


746065 

0003 73 51/M DT/Default 
System (7270)*, 762010 
(7270) 

446J3 

6992 

SDPD 

P4 

ER 

05:04:07 

ROSAS. 
IRVING 

8220 

trc07 

7222 SKYUNE DR 

SD: 

©SOUTHEASTERN 

DIVISION 


746065 

000373 51/M DT/Default 
System (7270)*, 762010 
(7270) 

446J3 

6992 

SDPD 

P4 

CL 

05:04:07 

ROSAS. 
IRVING 

8220 

trc07 

7222 SKYUNE DR 

SD: 

©SOUTHEASTERN 

DIVISION 


746065 

00037351/MDT/Default 
System (7270)*, 762010 
(7270) 

43 313 

7125 

SDPD 

P4 

DP 

05:04:12 

SULUVAN, 
MARK 

8220 

trc07 

S41ST 

ST/BOSTON AVE 

SD 


746452 

0003 70E5/M DT/Default 
System (7405)*, 760180 
(74 05) 

433J3 

7125 

SDPD 

P4 

ER 

05:04:21 

SULUVAN, 
MARK 

7405 

$433J3 

S41ST 

ST/BOSTON AVE 

SD 


746452 

000370ES/MDT/Default 
System (7405)*, 760180 
(7405) 

43313 

7125 

SDPD 

P4 

97 

05:16:45 

SULUVAN, 
MARK 

7405 

$433J3 

S41ST 

ST/BOSTON AVE 

SD 


746452 

000370E5/M DT/Default 
System (7405)*, 760180 
(7405) 

43313 

7125 

SDPD 

P4 

UC 

05:18:14 

SULUVAN, 
MARK 

7405 

J433J3 

4036 BOSTON 
AVESD 

REF#: E18080013593|Type: VC|Form: [Time: |Name: |DOB: 
|BWC: NoJRIPA: No|Comments: ois 

746452 

000370E5/M DT/Default 
System (7405)*, 760180 
(7405) 

43313 

7125 

SDPD 

P4 

UC 

0534:06 

SULUVAN, 
MARK 

8220 

trc07 


PreemptCAD AUTOMATIC PREEMPT Unit 433J3 

746452 

000370E5/MDT/Default 
System (7405)*, 760180 
(7405) 

43313 

7125 

SDPD 

P4 

AV 

0534:06 

SULUVAN, 
MARK 

8220 

trc07 


PreemptCAD AUTOMATIC PREEMPT Unit 433J3 

746452 

000370E5/MDT/Default 
System (7405)*, 760180 
(7405) 

43313 

7125 

SDPD 

P4 

DP 

05:34:46 

SULLIVAN, 

MARK 

8220 

trc07 

4036 BOSTON 
AVESD 


746452 

000370E5/MDT/Default 
System (7405)*, 760180 
(7405) 

43313 

7125 

SDPD 

P4 

97 

0S:34:47 

SULUVAN, 
MARK 

8220 

trc07 

4036 BOSTON 
AVESD 


746452 

000370E5/MDT/Default 
System (7405)*, 760180 
(7405) 
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433J3 

7125 

SDPD 

P4 

ER 

05:34:51 

SULLIVAN, 
MARK 

8220 

trc07 

S41ST 

ST/BOSTON AVE 

SD 


746452 

000370E5/M DT/Defaul t 
System (7405)*, 760180 
(7405) 

433J3 

7125 

SDPD 

P4 

97 

05:34:51 

SULLIVAN, 
MARK 

8220 

trc07 

S41ST 

ST/BOSTON AVE 

SD 


746452 

000370E5/MDT/Default 
System (740S)*, 760180 
(7405) 

433J3 

7125 

SDPD 

P4 

CL 

05:34:51 

SULLIVAN, 
MARK 

8220 

trc07 

S41ST 

ST/BOSTON AVE 

SD 


746452 

000370E5/MDT/Defau!t 
System (7405)*, 760180 
(7405) 

446J3 

6992 

SDPD 

P4 

97 

05-37:51 

ROSAS, 

IRVING 

7270 

$446J3 

7222 SKYUNE DR 

SD: 

©SOUTHEASTERN 

DIVISION 


746065 

00037351/M DT/Default 
System (7270)*, 762010 
(7270) 

447® 

7104 

SDPD 

P4 

CL 

06:01:55 

CORTEZ, 

JOHN 

8105 

trc07 

S40TH 

ST/BOSTON AVE 

SD 


746128 

00037501/M DT/Default 
System (5999)*, 760588 
(5999) 

447J3 

7104 

SDPD 

P4 

97 

06:01:55 

CORTEZ, 

JOHN 

8105 

trc07 

S40TH 

ST/BOSTON AVE 

SD 


746128 

00037501/M DT/Default 
System (5999)*, 760588 
(5999) 

447J3 

7104 

SDPD 

P4 

ER 

06:01:55 

CORTEZ, 

JOHN 

8105 

trc07 

S40TH 

ST/BOSTON AVE 

SD 


746128 

00037501/M DT/Default 
System (5999)*, 760588 
(5999) 

125R03 

3795 

SDPD 

PI 

AV 

06:04:21 

HILLS, DAVID 

8816 

$125R03 



746181 

00037607/M DT/Default 
System (8816)*, 761934 
(8816) 

615R03 

3803 

SDPD 

P6 

AV 

06:05:22 

FUR8ERSHAW, 
TRACEY 

8861 

$615R03 



746209 

00037373/MDT/Default 
System (8861)*, 762679 
(8861) 

433J3 

7125 

SDPD 

P4 

AV 

06:14:15 

SULLIVAN, 
MARK 

7405 

$433J3 



746452 

000370E5/M DT/Default 
System (7405)*, 760180 
(7405) 

712R03 

3801 

SDPD 

P7 

ER 

06:16:22 

SOUS, 

HERIBERTO 

8447 

$712R03 

SOUTHERN SUB 


746395 

00037S3 A/M DT/Default 
System (8447)*, 760508 
(8447) 

712R03 

3801 

SDPD 

P7 

CL 

06:16:22 

SOUS, 

HERIBERTO 

8447 

$712R03 

SOUTHERN SUB 


746395 

0003753A/M DT/Default 
System (8447)*, 760508 
(8447) 

712R03 

3801 

SDPD 

P7 

AV 

06:26:02 

SOUS, 

HERIBERTO 

8447 

$712R03 



746395 

0003753A/MDT/Default 
System (8447)*, 760508 
(8447) 

444 Kl. 

7075 

SDPD 

P4 

DP 

06:34:28 

ANDAL, BILLY' 
MONTOYA, 
JUSTIN 

8105 

trc07 

4036 BOSTON 

AVE SD 


746089 

00037390/MDT/Default 
System (6629)*, 760637 
(6629), 761577 (6798) 

442K1 

7083 

SDPD 

P4 

DP 

06:34:34 

MARIN, 
CHARLES' 
SANCHEZ, 
ANTHONY 

8105 

trc07 

4036 BOSTON 
AVESD 


746414 

0003738A/MDT/Defanlt 
System (7272)*, 761173 
(7272), 762015 (7261) 

442Kl 

7083 

SDPD 

P4 

ER 

06:34:56 

MARIN, 
CHARLES * 
SANCHEZ, 
ANTHONY 

7272 

$442K1 

4036 BOSTON 
AVESD 


746414 

0003738A/MDT/Default 
System (7272)*, 761173 
(7272), 762015 (7261) 

431J3 

6764 

SDPD 

P4 

ER 

06:35:56 

JORGENSEN, 
ALYCE 

8105 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746449 

0003749B/MDT/Default 
System (7661)*, 760807 
(7661) 

43.1.13 

6764 

SDPD 

P4 

CL 

06:35:56 

JORGENSEN, 
ALYCE 

8105 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746449 

0003749B/MDT/Defau!t 
System (7661)*, 760807 
(7661) 

431J3 

6764 

SDPD 

P4 

97 

06:35:56 

JORGENSEN, 
ALYCE 

8105 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746449 

0003749B/M DT/Defau It 
System (7661)*, 760807 
(7661) 

442K1 

7083 

SDPD 

P4 

97 

06:37:55 

MARIN, 
CHARLES ' 
SANCHEZ, 
ANTHONY 

7272 

$442K1 

4036 BOSTON 
AVESD 


746414 

0003738A/MDT/Default 
System (7272)*, 761173 
(7272), 762015 (7261) 

446G1 

7125 

SDPD 

P4 

DP 

06:39:19 

HARVEY, 
PATRICK' 
ESPARZA. 
KATHARINE 

8105 

trc07 

4036 BOSTON 
AVESD 


746452 

000378 F3/M DT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

441K1 

7057 

SDPD 

P4 

DP 

06:39:19 

ROLLEFSON, 
BRIAN ' 
ZEPEDA, 
MCSSES 

8105 

trc07 

4036 BOSTON 
AVESD 


745985 

00037653/M DT/Default 
System (7322)*, 760112 
(7269), 760607 (7322) 

446G1 

7125 

SDPD 

P4 

ER 

06:41:21 

HARVEY, 
PATRICK' 
ESPARZA. 
KATHARINE 

7752 

$446G1 

4036 BOSTON 
AVESD 


746452 

000378F3/MDT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

446G1 

7125 

SDPD 

P4 

AV 

06:42:37 

HARVEY, 
PATRICK' 
ESPARZA. 
KATHARINE 

8105 

trc07 


Preempt:CAD AUTOMATIC PREEMPT Unit446Gl 

746452 

000378F3/MDT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

446G1 

7125 

SDPD 

P4 

DP 

06:42:37 

HARVEY, 
PATRICK' 
ESPARZA. 
KATHARINE 

8105 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746452 

000378F3/MDT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

446G1 

7125 

SDPD 

P4 

UC 

06:42:37 

HARVEY, 
PATRICK ’ 
ESPARZA, 
KATHARINE 

8105 

trc07 


PreemptCAD AUTOMATIC PREEMPT Unit446Gl 

746452 

0003 78F3/M DT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) \ 

446G1 

7125 

SDPD 

P4 

ER 

06:42:38 

HARVEY, 
PATRICK' 
ESPARZA, 
KATHARINE 

8105 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746452 

000378F3/M DT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

44613 

6992 

SDPD 

P4 

AV 

06:45:58 

ROSAS, 

IRVING 

7270 

$446J3 



746065 

00037351/MDT/Default 
System (7270)*, 762010 
(7270) 

441K1 

7057 

SDPD 

P4 

UC 

06:47:10 

ROLLEFSON, 

8105 

trc07 


Preempt:CAD AUTOMATIC PREEMPT Unit441Kl 

745985 



BRIAN' 
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ZEPEDA, 
MOISES 






000376S3/M DT/Default 
System (7322)*, 760112 
(7269), 760607 (7322) 

441K1 

7057 

SDPD 

P4 

AV 

06:47:10 

ROLLEFSON, 
BRIAN 1 
ZEPEDA, 
MOISES 

8105 

trc07 


Preempt:CAD AUTOMATIC PREEMPT Unit441Kl 

745985 

00037653/MDT/Default 
System (7322)*, 760112 
(7269), 760607 (7322) 

446G1 

7125 

SDPD 

P4 

AV 

06:47:18 

HARVEY, 

PATRICK' 

ESPARZA, 

KATHARINE 

8105 

trc07 


Preempt:CAD AUTOMATIC PREEMPT Unit446Gl 

746452 

000378F3/MDT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

446G1 

7125 

SDPD 

P4 

UC 

06:47:18 

HARVEY, 

PATRICK' 

E5PARZA, 

KATHARINE 

8105 

trc07 


Preempt:CAD AUTOMATIC PREEMPT Unit 446G1 

746452 

000378F3/MDT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

444J3 

7306 

SDPD 

P4 

ER 

06:S0:49 

TORRES. 

ANGELICA 

7318 

$444J3 

SUB 


746537 

000374DA/MDT/Default 
System (7318)* 760081 
(7318) 

444J3 

7306 

SDPD 

P4 

a 

06:50:49 

TORRES, 
ANGELICA 

7318 

J444J3 

SUB 


746537 

000374DA/M DT/Default 
System (7318)*, 760081 
(7318) 

446G1. 

7125 

SDPD 

P4 

DP 

06:53:57 

HARVEY, 
PATRICK 1 
ESPARZA, 
KATHARINE 

8105 

trc07 

4036 BOSTON 
AVESD 


746452 

000378F3/M DT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

440PTI 

7455 

SDPD 

P4 

DP 

06:55:25 

ALLEN, 
AMANDA' 
BURTON, 
DOUGLAS 

810S 

trc07 

4036 BOSTON 
AVESD 


746791 

000376B1/MDT/Default 
System (7372)*, 763631 
(9943), 763734 (7372) 

440PT1 

7455 

SDPD 

P4 

ER 

06:55:31 

ALLEN, 
AMANDA' 
BURTON. 
DOUGLAS 

7372 

S440PT1 

4036 BOSTON 
AVESD 


746791 

000376B1/MDT/Default 
System (7372)*, 763631 
(9943), 763734 (7372) 

446(51 

7125 

SDPD 

P4 

AV 

06:55:55 

HARVEY, 

PATRICK' 

ESPARZA, 

KATHARINE 

8105 

trc07 


Preempt:CAD AUTOMATIC PREEMPT Unit446Gl 

746452 

000378F3/M DT/Defa ul t 
System (77S2)*, 761219 
(7752), 763797 (7093) 

446(51 

7125 

SDPD 

P4 

DP 

06:55:55 

HARVEY. 
PATRICK' 
ESPARZA, 
KATHARINE 

8105 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746452 

000378F3/MDT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

446(51 

7125 

SDPD 

P4 

UC 

06:55:55 

HARVEY. 

PATRICK' 

ESPARZA, 

KATHARINE 

8105 

trc07 


Preempt;CAD AUTOMATIC PREEMPT Uriit446Gl 

7464S2 

000378F3/MDT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

446(51 

7125 

SDPD 

P4 

ER 

06:55:56 

HARVEY, 

PATRICK' 

ESPARZA, 

KATHARINE 

8105 

trc07 

S40TH 

ST/NEWTON AVE 

SD 


746452 

000378F3/M DT/Defau It 
System (7752)*, 761219 
(7752), 763797 (7093) 

447J3 

7104 

SDPD 

P4 

AV 

06:56:12 

CORTEZ, 

JOHN 

5999 

$447J3 



746128 

00037501/MDT/Default 
System (5999)*, 760588 
(5999) 

441K1 

7057 

SDPD 

P4 

DP 

06:56:52 

ROLLEFSON, 
BRIAN' 
ZEPEDA, 
MOISES 

8105 

trc07 

4036 80STON 
AVESD 


745985 

000376S3/M DT/Default 
System (7322)*, 760112 
(7269), 760607 (7322) 

446G1, 

7125 

SDPD 

P4 

97 

07:00:22 

HARVEY. 
PATRICK' 
ESPARZA, 
KATHARINE 

7752 

$446G1 

S40TH 

ST/NEWTON AVE 

SD 


746452 

000378F3/MDT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

440PT1 

7455 

SDPD 

P4 

AV 

07:00:54 

ALLEN, 
AMANDA' 
BURTON, 
DOUGLAS 

7372 

J440PT1 



746791 

000376B1/MDT/Default 
System (7372)*, 763631 
(9943), 763734 (7372) 

441K1 

7057 

SDPD 

P4 

AV 

07:01:59 

ROLLEFSON . 
BRIAN' 
ZEPEDA, 
MOISES 

7322 

J441K1 



745985 

00037653/MDT/Default 
System (7322)*, 760112 
(7269), 760607 (7322) 

444J3 

7306 

SDPD 

P4 

97 

07:03:39 

TORRES, 
ANGELICA 

7318 

$444J3 

SUB 


746537 

000374DA/MDT/Default 
System (7318)*, 760081 
(7318) 

444J3 

7306 

SDPD 

P4 

AV 

07:04:53 

TORRES, 
ANGELICA 

7318 

S444J3 



746537 

000374DA/MDT/Default 
System (7318)*, 760081 
(7318) 

442K1 

7083 

SDPD 

P4 

UC 

07:10:12 

MARIN, 
CHARLES' 
SANCHEZ, 
ANTHONY 

7272 

$442K1 

4036 BOSTON 
AVESD 

REF#: E18080013593|Type: VC|Form; |Time: |Name: |DOB: 
|BWC: |RIPA: |Comments: move patrol vehicles 

746414 

0003738A/M DT/Default 
System (7272)*, 761173 
(7272), 76201S (7261) 

444K1 

7075 

SDPD 

P4 

UC 

07:10:19 

ANDAL, BILLY' 
MONTOYA, 
JUSTIN 

8105 

trc07 


PreempfcCAD AUTOMATIC PREEMPT Unit 444K1 

746089 

00037390/MDT/Default 
System (6629)*, 760637 
(6629), 761577 (6798) 

444 K.1. 

7075 

SDPD 

P4 

AV 

07:10:19 

ANDAL, BILLY' 
MONTOYA, 
JUSTIN 

8105 

trc07 


PreempfcCAD AUTOMATIC PREEMPT Unit 444K1 

746089 

00037390/MDT/Default 
System (6629)*, 760637 
(6629), 761577 (6798) 

442K1. 

7083 

SDPD 

P4 

AV 

07:11:05 

MARIN . 
CHARLES' 
SANCHEZ, 
ANTHONY 

7272 

J442K1 



746414 

0003738A/MDT/Default 
System (7272)*, 761173 
(7272), 76201S (7261) 

431J3 

6764 

SDPD 

P4 

AV 

07:43:49 

JORGENSEN, 
ALYCE 

7661 

$43U3 



746449 

0003749B/MDT/Default 
System (7661)*, 760807 
(7661) 

446G1 

7125 

SDPD 

P4 

AV 

08:43:27 

HARVEY, 
PATRICK' ' 
ESPARZA, 
KATHARINE 

7752 

$446G1 



746452 

000378F3/M DT/Default 
System (7752)*, 761219 
(7752), 763797 (7093) 

HOM4 


SDPD 

P0 

AV 

10:10:17 


8342 

trclO 


Preempt Unit HOM4 



HOM4 


SDPD 

PO 

UC 

10:10:17 


8342 

trdO 


Preempt Unit HOM4 
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Unit ID 

Car 

ID 

Agency 

Dispatch 

Group 

Status 

Time 

Employee 

ID 

Terminal 

Location 

Comment 

Unit 

Devices 

Employee Devices 

HOfcW 


SDPD 

P4 

DP 

10:10:17 


8342 

trclO 

4036 BOSTON 













AVESD 




HOM4 


SDPD 

P4 

97 

10:10:18 


8342 

trclO 

4036 BOSTON 

AVESD 



000372FF/M DT/Default 

446Y2 

6945 

SDPD 

P4 

AV 

11:11:52 

PITTS, COREY 

8225 

trc07 



745791 

System (7564)*, 760730 


(7564) 


http://inetviewer.cad9! l.pd.sannet.gov/NetViewer/InquiryCommand/EventUnit?eid=49988... 8/9/2018 



THE SUPERIOR COURT OF THE STATE OF CALIFORNIA 
FOR THE COUNTY OF SAN DIEGO 

SEARCH WARRANT 

COUNTY OF SAN DIEGO 1 

r SS 

STATE OF CALIFORNIA J 

THE PEOPLE OF THE STATE OF CALIFORNIA, to any Sheriff, Marshal, or Police Officer in the County of 
San Diego: Proof by oral statement under oath made in conformity with Penal Code Section 1526(b) having 

been made this day to me .(..LL't-O. .j&jJ. that there is probable cause for issuance 

of a Search Warrant on grounds set forth in Penal Code Section 1524, YOU ARE THEREFORE 

COMMANDED to make a search at any time of the day. i fj A T" , good cause having 

been shown therefore, of the following described persons or property: 

a^PTa r i \/ioi a Tt .2. 


WARRANT NO. 
CASE NO. 


County of San Diego, California, for the following described property: 



2zSZ.fiM£vii . S 


and if you find same or any part thereof, to retain the same in your custody, subject to order of court as provided 
by law. 


(For Court’s use only) 

This Search Warrant was issued 



/VHITE Copy to Court issuing Search warrant 
CANARY Copy to District Attorney 
PINK Copy to Affiant Officer 
GOLDENROD Copy to person or premises served 


Hon. ~V| y f _ 

Judge/Magistrate 

By__ 

Department f n b ircn _ r j\ _ 

ID No. / ; -j __ 

Time/Date of Execution_ -Saws S !Q )l> ’ 

7 


SDSC CRM-171 (Rev. 04-03) - superseded MIS-111) 


SEARCH WARRANT 


































SUPERIOR COURT OF CALIFORNIA, COUNTY OF SAN DIEGO 

□ CENTRAL DIVISION, CENTRAL COURTHOUSE, 1100 UNION ST., SAN DIEGO, CA 92101 

□ CENTRAL DIVISION, JUVENILE COURT, 2851 MEADOW LARK DR., SAN DIEGO, CA 92123 

S'EAST COUNTY DIVISION, 250 E. MAIN ST„ EL CAJON, CA 92020 

□ NORTH COUNTY DIVISION, 325 S. MELROSE DR., VISTA, CA 92081 

□ SOUTH COUNTY DIVISION, 500 3RD AVE., CHULA VISTA, CA 91910 

FOR COURT USe ONLY 

C 1 l e n 

Clerk of ths Suporlor Court 

AUG 1 8 2018 

By: M. Navarro, Clerk 
EAST COUNTY DIVISION 

PEOPLE OF THE STATE OF CALIFORNIA 

ORDER SEALING SEARCH WARRANT DOCUMENTS 

WARRANT NUMBER 

£231$- &X* 


For the reasons'set forth below, it is hereby ordered that the ^warrant □ affidavit (for telephonic warrants, the 
transcription) 0 receipt and inventory, pertaining to the above-referenced search warrant number, be sealed □ in part 
0 in its entirety, pending further order of the court. For telephonic warrants, the compact disc copy of the recording is 
hereby ordered sealed in its entirety, pending further order of the court. The court finds sealing is necessary because: 



Disclosure of the identity of an informant is against the public interest because the necessity for preserving the 
confidentiality of his or her identity outweighs the necessity for disclosure in the interest of justice. (Evid. Code § 1041; 
People v. Hobbs (1994) 7 Cal.4th 948, 963.) 


□ Disclosure of the information is against the public interest because there is a necessity for preserving the 
confidentiality of official information that outweighs the necessity for disclosure in the interest of justice. (Evid. Code § 
1040.) 

□ The information pertains to a minor who is or may come under the jurisdiction of the juvenile court. (Welf. & Inst. 
Code § 827; Cal. Rules of Court, rule 5.552.) 


( □ There exists an overriding interest that overcomes the right of public access to the record; the overriding interest 

supports sealing the record; a substantial probability exists that the overriding interest will be prejudiced if the record is 
not sealed; the proposed sealing is narrowly tailored; and no less restrictive means exist to achieve the overriding 
interest. (Cal. Rules of Court, rule 2.550(d).) The facts supporting this finding include: 


□ Other: 


IT IS SO ORDERED. 


Date: 





SDSC CRM-300 (New 4/18) 


ORDER SEALING SEARCH WARRANT DOCUMENTS 











r 


s~ 


THE SUPERIOR COURT OF THE STATE OF CALIFORNIA 
FOR THE COUNTY OF SAN DIEGO 


SEARCH WARRANT 


COUNTY OF SAN DIEGO 
STATE OF CALIFORNIA 


T- ss. 


WARRANT NO. 
CASE NO. 




THE PEOPLE OF THE STATE OF CALIFORNIA, to any Sheriff, Marshal, or Police Officer in the County of 
San Diego: Proof by oral statement under oath made in conformity with Penal Code Section 1526(b) having 
been made this day to me by^*tec4‘. -*!&.. rXc.CL/.O - -4! that there is probable cause for issuance 

of a Search Warrant on grounds set forth in Penal Code Section 1524, YOU ARE THEREFORE 
COMMANDED to make a search at any time of the day jT... A K~j“", good cause having 
been shown therefore, of the following described persons or property: 

..A-f > TArR/n£~'~T. A . : .. 


l 

County of San Diego, California, for the following described property: 


sEKZSTSc iirt&inr K 


and if you find same or any part thereof, to retain the same in your custody, subject to order of court as provided 
by law. 



(E'er Court’s use only) 

This Search Warrant was issued 
( Time ) ^ (Date! 


A'HITE Copy to Court issuing Search warrant 

CANARY Copy to District Attorney 

PINK Copy to Affiant Officer 

GOLDENROD Copy to person or premises served 


Hon. 

- Judge/Magistrate 

By ^ _ 

Department h 4so ._ r , h - 

id no. 6 l { 7 ^ j 

Time/Date of Execution 1 l-Sq or* /q 


SDSC CRM-171 (Rev. 04-03) - superseded MIS-111) 


SEARCH WARRANT 
























Attachment A 




A. The premised and parts therein, including all rooms, safes, storages, containers, 

surrounding grounds, trash areas, garages and outbuildings, sheds and all outdoor area 
assigned to or part of the residence located at ■■Boston Avenue, City of San Diego, 
County of San Diego, State of California;^^Bl5oston Avenue is a single story detached 
residence. The residence is light blue stucco with blue trim. It is located on the southcrest 
neighborhood of San Diego. The numbers ^^^|are mounted in black lettering against 
the light blue stucco, to the east of the front door. The front faces south. It is wood in color 
has a black security screen door. 

Attachment B 

B. For all vehicles parked at or near the premises which can be identified as being 
associated with this location, as well as any other vehicles associated by keys, 
documents, statements, or DMV records, including the passenger compartment, trunk, 
engine compartment, living areas and all parts and containers therein; 





SUPERIOR COURT OF CALIFORNIA 
COUNTY OF SAN DIEGO 


COUNTY OF SAN DIEGO 

rSS 

STATE OF CALIFORNIA J 


RECEIPT AND INVENTORY 


WARRANT NO. 

CASE NO. _ 


(name) 

Receipt is hereby acknowledged, and the undersigned makes this inventory, of the following property and 
things seized by him/her this day in the search of the premises described in said warrant and taken pursuant 
thereto, to wit: 



|Y> V\M^. 






DATE: 3/^t/IS 

SIGNE 


DEPT./AGENCY: _ 
ID NO.: Ijj, 


TIME: 




T r 



<S)p/) 




r c\sj 


b 




Y'rf' j 


I,_ 

executed, do swear that the above inventory contains a true and detailed account of all property taken by me 


the officer by whom this warrant was 


on the warrant. 

, r 

Subscribed and sworn to before me 

/ j / 

this / x dav of 



Magistrate/Judge 


SDSC CRM- 172(New 9-02) 


RECEIPT AND INVENTORY - SEARCH WARRANT 
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ngy^r-.ppw 


San Diego Poilke Department 


INTERNAL CHAIN 
OF CUSTODY 


Foreask Science Section 


V ictim(s) <Y c.-&*r~ C ■ pi•Hs" Mr '7sru’Y 


Suspect(s) \ /ft uqkK 


JacMeai # ■ _ / Qo& l ^ 


Ca$e # ■ . /8 -- 02.5770 


Released By: 
Name/ID 


Received By 


, .'v-* S1 ° ct< |*7 /“f 

CSU 4 ias- facU-er ^ tetns Received -| m- £-free./)***. [; */~J- 

u 0 OiAX- iVvI CLud~iiAjo (oo^,i,td fy 0 C&~- 


P^ose /0*M^ 


Date <a &/&?/,&■ 



*IA t\ 


Released By: 
Name/ID 


cs^Q 


.OvS 


Items Received -tiWyl7£.,, V ^ XficjJ,) ou FA): R/)oP^to- tV S* * 

Purpose nJfaw -h> Date 0/73//g 




Released By: 
Name/ID 


df&TlW 

\v^c&u 


Received By * M, I l/07pl/l£j£ 


IE)# ^363 


Items Received \ AMU fl,UJ to# \A)/ (") C/J g/-6 V2-&1 amJ k) WQ 


Purpose VJU\jL0( Qz Tu> 


Date ft('ZH !( 0 




Released By: 
Name/ID 


Received By t^bP'fc'Y 


ID# 


7 sr<*Y 


S .. . ..■ ■ 

7 , /U < [terns Received tiOStffck'Q fey W)&iMCJK frNfo 3 ^ rTlfh 

ShTT &/2X) Pur P° se f'i.ll'a Srd fo mhfaCf f~ _ Date 


Released By: 
Name/ID 


Received By 


ID# 


Items Received 
Purpose _ 


Date 







SAN DIEGO POLICE DEPARTMENT 
INVESTIGATOR’S REPORT 


DATE (occurrence): 
TIME (occurrence): 
LOCATION: 
SUBJECT: 


August 8, 2018 (Wednesday) 

1711 Hours 
4056 Boston Avenue 

664/187- Attempt Murder - SDPD Case #18-025268 
OlS/Special Investigation - SDPD Case #18-025270 
245(c) PC - Assault on an Officer - SDPD Case #18-025269 
Event#18-080013593 
Victim: 

Officer: PITTS, Corey #7564 

Suspect: DENHAM, Vaughn B/M (48) DOB: 10/01/1969 


CRIME SCENE REPORT 


CALL OUT: 


On August 8, 2018, at 1730 hours, I received a phone call from Detective Sergeant M. VELOVICH to 
respond to 4000 National Avenue, in the city of San Diego, regarding an Officer Involved Shooting. I 
arrived on scene at 1800 hours and learned the Officer Involved Shooting took place on 1000 S 40 th Street 
along with an additional scene located at 4056 Boston Avenue. The scenes were located in the Southcrest 
neighborhood of San Diego. This area of the city is patrolled by Southeastern Division and is on service 
area 442. 

When I arrived, I noted the weather temperature was 86 degrees with clear and sunny skies. I observed 
1000-1100 S 40 th Street was comprised of residential family homes. The street allows for both north and 
south traffic. 4000 Boston Avenue is comprised of residential family homes. The street allows for both 
east and west traffic. 

1000-1100 S 40 th Street between National Avenue and Boston Avenue was cordoned off by yellow crime 
scene tape with both an inner and outer perimeter and maintained by patrol officers. Additionally, 4000 
Boston Avenue between S 40 th Street and S 41 st Street was cordoned off by yellow crimes scene tape with 
officers maintaining a perimeter. 

HOMICIDE PERSONNEL: 


Present fonn the SDPD Homicide Unit was Captain Thomas UNDERWOOD #5001, Lieutenant Matthew 
DOBBS#5228, Detective Sergeant Michelle VELOVICH #5353, Detective Sergeant Geoff DECESARI 
#6026, Detectives Maria DELGADILLO #5596, Brian SANCHEZ #6610, Michael SHERBONDY #6516 
(Relief), Christopher MURRAY #6120 (Relief), and myself. Also present was Crime Scene Specialist A. 
SOUTHERLAND #8841 and Criminalist Brian LEW #8228. 

Others present for the briefing included the following: Chief David NISLEIT #4303, Executive Assistant 
Chief Philip JARVIS #3663, Acting Patrol Chief, Rudolph TAI #4709, Captain Jerry HARA #4973 
(Captain of Southeastern Division), Lieutenant Ernesto SERVIN #4886, Sergeant Frank WHITE #4435, 



Investigator’s Report 
Crime Scene 
Case: 18-025270 
Page 2 

Sergeant Richard FOX #5050 (Internal Affairs), Sergeant Larry LEIBER #5206 (In-Service Training), 
Sergeant Alonso ALEXANDER #4638, Officer Kenneth ROBBINS #5459, and DAI Jorge DURAN #223. 

BRIEFING: 


At 1917 hours, Sergeant ALEXANDER and Sergeant WHITE conducted the briefing. The briefing was 
audio recorded and later downloaded onto a CDR and impounded at police headquarters under barcode 
#10918132. The briefing took place on the street of 1100 S 40 th Street. Sergeant ALEXANDER 
essentially stated the following: 

(The following is a paraphrased statement it is not to be considered a substitute for listening to the 
CDR containing the entire audio recorded briefing) 


At 1730 hours, dispatch received a call at 4036 Boston Avenue with a phone number o 
A follow up call also stated a male with a machete. The reporting party wa , 



The temperature was 86 degrees. 

First officer on scene was 446Y2, Officer Corey PITTS. Officer HAMILITON #7379 arrived on 
scene and was with the initial victim The second officer onscene was Officer 

SERRANO. I was the third officer to arrive onscene and briefly spoke with told 

me “Vaugh did it. ” initial injuries were on the left side of his head, left wrist, and two 

lacerations across his chest. 


Paramedic Unit 11 and Engine 12 arrived on scene and transported 



to UCSD (Trauma 


A witness had heard the suspect throw something onto a roof top. Officers later 

located a bloody machete/knife on the roof top Officers conducted a 

check of the residence and did not locate anythingfurther. 

Sergeant WHITE essentially stated the following: 

(The following is a paraphrased statement it is not to be considered a substitute for listening to the 

CDR containing the entire audio recorded briefing) 

At 1713 hours, from reported 

assault with a machete. The radio call was entered into communications at 1713 hours and 
dispatched out at 1714 hours. The incident number was 18080013593. The call originally came 
in as a 245 “hot call” beat 442. Weather conditions were clear and 

sunny and the temperature was 86 degrees. 
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The first officer to arrive on scene was Officer Corey PITTS #7564 at 1716 hours. He was unit 
446Y2. 

The suspect was Vaughn DENHAM, DOB 10-01-1969, black male, 6 ’2, and 160Ibs. Last known 
address DENHAM was transported to UCSD and pronounced 

deceased at 1945 hours by Dr. CONSTANTINI. Initially DENHAM’s injuries were described as 
one gunshot wound to the chest and one gunshot wound to left hand possibly traveling up his arm 
and out his bicep. Officer DOWNING #7203 (431Y2) was with DENHAM as UCSD Hospital. 

The following witnesses are: 


. spoke with Officer BELANGER #7326 (811Z2) and 

stated her boyfriend (DENHAM) had smoked PCP 20 minutes prior. did not stay 

at the scene. 


. spoke with Officer BELANGER and 

stated heard a commotion, went outside, turned on phone, and filmed the incident, 

was standing by with Officer BELANGER at 40 th /Newton Avenue. 


spoke with Officer SIMMERS 
#7403 (455Q) and stated he heard yelling in the street from his doorway. Saw a man 
swinging a chain and a police officer backing away from the suspect. The officer was 
loudly saying stop and get down. The suspect swung the chain at the officer and the 
officer fired two shots. was standing by with Officer SIMMERS at 


. ^^^^^spoke with Officer SIMMERS and stated | 
was inside ^ residence, heard dog barking, went outside to quiet dog, and saw a skinny 
male with no shirt, puffy hair, and a chain around his neck. then saw the male 

swinging the chain at the officer. The officer told him to back up. heard the 

shots but did not see them. was standing by with Officer SIMMERS at BfH 


spoke with Officer CUMMINGS 

#6639 (811Z2) he was a block south of the shooting, saw the police car stopped, and the 
officer was backing away from the suspect. The officer was yelling at the suspect to drop 
what was in his hand and saw the shooting but was a block away. was 

standing by with Officers CUMMINGS at 40 th and Newton Avenue. 


spoke with Officer BELANGER stated she heard a commotion 
down the street. Saw an officer walking backwards and the suspect walking towards the 
officer. She heard the officer say stop several times and heard a pop (she thought it was 
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7. 


8 . 


the Taser). Saw the officer continue to yell stopthen saw two officers drive 
by, stop, pull out there guns, and heard 3-4 pops. saw the suspect holding a 

chain down by his side. also spoke with the girlfriend of the suspect just after 

the shooting and she toldthe suspect was on PCP and thinks he got a bad 
batch. was standing by with Officer BELANGER at 40 th and Newton Avenue. 


spoke with Officer Orso #6760 (830PT) 

and stated she heard a commotion and saw the suspect swinging a chain at a police 
officer. The officer told the suspect to put the chain down. began filming the 

incident with her cell phone and did capture the shooting. was standing by with 

Officer ORSO at 40 th and Newton Avenue. 


spoke with Officer Gonzalez #6996 

(440PT) on the phone and stated she heard a commotion and saw two officers fighting 
with the suspect in the street and there was a lot of blood. Called 911 and doesn ’t know if 
the part she saw was before or after the shooting. 


The scene of the OIS is located at 1000 S 40 th Street. It is directly in front of vehicle #7007 which is 
parked mid-block 1000 S 40 th Street. When I arrived, the suspect was still down in front of that vehicle 
and handcuffed. It appeared he was originally confronted at 1100 S 40 th Street because Officer PITTS’ 
taser is on 1100 S 40 th Street. Officer PITTS’ vehicle was moved from the scene and parked over in front 
of4051 Boston Avenue. 


I spoke with Officer PITTS and gave me a safety briefing. Officer PITTS told me he was facing 
southbound and the suspect was facing northbound. He fired two shots and believed they both stuck the 
suspect. Officer PITTS went with Officer R. MEDINA #6545 (Peer Support) to Southeastern Division 
after the incident. 


Officer E. LANGLEY #7523 (438Z) and Officer J. IWATSURU #7129 (438Z) arrived on scene as the 
shooting was occurring. Sgt. C. RIVERA (SDPD Wellness) took those officers to Southeastern Division. 


Evidence found located at the scene: 

• Chain-West curb line of 1000 S 40 th Street 

• Taser-Midblock 1100 S 40 th Street 

• In front of vehicle 7007 was a bundle of marijuana, Viejas Players Card, disposable razor, bi fold 

wallet, two bullet fragments on ground, a broken watch, one shoe, a lighter, bloody handcuffs, and 
medic supplies 


Medic #10-Paul MAXWELL #PM3228 and Andrea NISSLEY #AN3675 

Engine #12-Karl BENSON #KB0900, Antonio DAVIS #AD7215, Bryan GRAY #BG4 773, and Paul 
MAESTRAS #PM3187 
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-End of Brief at 2032 Hours- 

I later determined the incident with the machete did not occur Avenue but at 

Avenue. 

After the conclusion of the briefing, Sergeant VELOVICH assigned Detective DELGADILLO and me to 
be the crime scene investigator. Crime Scene Specialist (CSS) Ally SOUTHERLAND and Criminalist 
Brian LEW were assigned to assist with the crime scene reconstruction. Criminalist LEW later also 
assisted in collection of cell phone evidence from witness, (See Detective Sanchez’s 

report for details). 

OFFICER WALK-THROUGH: 


Officer PITTS agreed to participate in a voluntary walk-through to show investigators the sequence of 
events that took place at the time of the shooting and for purpose of evidence recovery. Officer PITTS’ 
walk-through began at 2127 hours and ended at 2137 hours. The walk-through was audio recorded and 
later downloaded onto a CDR and impounded at SDPD Headquarters under barcode #10918130 (See 
Sergeant VELOVICH’S report for further details). 

OFFICER INVOLVED SHOOTING SCENE VIEWING: 


At approximately 2300 hours, Detective DELGADILLO, CSS Ally SOUTHERLAND, and I entered the 
inner perimeter and conducted a walk-through. The Officer Involved Shooting scene was mid-block 1000 
S 40 th Street. I observed several items in the roadway to include a SDPD patrol vehicle (#7007) parked at 
an angle in front of various small items on the ground. At approximately 2322 hours, CCS 
SOUTHERLAND began to take overall photos of the scene, surrounding areas, vehicles, and street. (See 
picture below.) 
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I saw there was a large amount of apparent blood on the ground in front of the SDPD vehicle. There were 
medical supplies strewn the roadway. (See picture below.) 



I obseived a metal linked chain near the west curb line of 1000 S 40 th Street in between a white Chevrolet 
Silverado pickup truck and a blue GMC Siena pickup tmck (|^^^^^^).(See picture 

below.) 
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Further down the street, I saw a black “Axon” Taser laying in the middle of the street on 1100 S 40 th 
Street. I also saw laying in front of the Taser was an expended Taser cartridge. (See picture below.) 



664*187PC (Attempted Murder) SCENE VIEWING: 


The attempted murder scene took place at| 
detached residence. The residence has light blue stucco with blue trim. The numbers ‘1 


is a single story 
I” are mounted 


in black lettering against the residence, east of the front door. There was a tan colored RV parked in the 
yard. I observed apparent blood in the middle of the roadway, directly in front of Boston Avenue. 
There was also apparent blood on a chair and on an inflatable pool raft. (See picture below.) 
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Near the residence and also on the street, I saw Officer PITTS’ vehicle (#6945) parked. I could clearly see 
several markings on the hood apparently from a chain strike. The marks appeared fresh, new, and 
appeared consistent with a chain. The length of the chain marks to the vehicle was approximately 9 
inches. (See pictures below.) 
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As I approached the residence, I saw several more apparent blood stains near the front of the residence. 
(See picture below.) 
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On the east side of the residence was a ladder supplied by SDFD that was propped against the roof. I 
climb the ladder and I saw there was a silver machete with no handle laying on the western portion of the 
roof. (See picture below.) 



I climbed back down the ladder and entered the backyard of the residence. I saw three vehicles with their 
back windows smashed in and a portion of the wooden fence (towards alley) was tom down. (See pictures 
below.) 
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SEARCH WARRANT: 


After the scene walk-throughs, it was believed DENHAM resided A records 

check revealed DENHAM listed as his residence. I later obtained a telephonic 

search warrant (#E2018-596) to search the residence (See Detective 

DELGADILLO’S report for further details). 


EVIDENCE LOCATION: 


During the course of the investigation, as evidence was located, each item was assigned a number. When 
appropriate, overall photographs were taken showing the relationship of each item of evidence to other 
items of evidence. Prior to the evidence being collected, when appropriate, close-up photographs were 
taken with the numbered placards in place. Measurements were obtained, using a roll-a-tape tape 
measuring device to more accurately depict the location of the evidence. (See attached table for 
measurements). 

EVIDENCE COLLECTION: 


At approximately 0210 hours on August 9, 2018, CSS SOUTHERLAND collected the following items 
after being photographed and the location of the evidence measured. Measurements were taken using a 
roll-a-tape and are approximate. I used two fixed reference points. Our examination of the crime scene 
revealed the following 28 items of evidence. 
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EVIDENCE MEASUREMENTS : 

The following measurements were taken from collected items #1-#21: 

Rl: East of the west curb line of 1000 S 40 th Street 

R2: South of the south curb line of the west alley of 4000 National Avenue 


Placard # 

Description 

Rl 

R2 

1 

9mm Casing 

5'10" 

30'10" 

2 

9mm Casing 

8'4" 

36'10" 

3 

Metal Chain 

7'9" 

46'11" 

4 

Watch Bracelet 

15'2" 

45'4" 

5 

Watch Parts 

16'2" 

45'9" 

6 

Watch Band Piece 

15'11" 

45'2" 

7 

Swab of Apparent Blood 

16'11" 

47' 

8 

Blue Should Back Pack 

25'10" 

41'1" 

9 

Pink Rock 

2i-2" 

46'1" 

10 

5 Cent Coin 

22' 

54'7" 

11 

Clear Rock 

20'9" 

56'2" 

12 

Handcuffs 

19'4" 

55'1" 

13 

Lighter and Quarter 

18'5" 

55'4" 

14 

Tan Shoe (Man Size 12) 

18'5" 

55'4" 

15 

Speaker Cap/Viejas Card 

17'5" 

54'10" 

16 

Baggie with Marijuana 

15'10" 

54'10" 

17 

Wallet 

15'8" 

54'8" 

18 

Metal Piece 

14'1" 

51'7" 

19 

Bic Razer 

14'3" 

54'10" 

20 

Black Speaker 

15' 

64'2" 
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During evidence collection at the Officer Involved Shooting Scene, CSS SOUTHERLAND located a 
bullet fragment (#21) mixed in with apparent blood hi front of SDPD police vehicle #7007. (See picture 
below.) 



Placard # 

Description 

R1 

R2 

21 

Bullet Fragment 

20'5" 

52'6" 


Measurements were also recorded for SDPD vehicle #7007. (See picture below.) 
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Description 

R1 

R2 

Left front tire 

Equip ft 7007 

20' 

54'8" 

Left rear tire 

Equip ft 7007 

14'6" 

63'1" 

Right front tire 

Equip ft 7007 

25'1" 

60'6" 

Right rear tire 

Equip ft 7007 

19'11" 

69'5" 


Measurements were also recorded for Officer PITTS and DENHAM when the shooting occurred. The 
measurements are approximate and based on then approximated positions as provided independently 
during the Officer Walk-Through. 


Placard ft 

Description 

R1 

R2 

O 

Officer PITTS 

18'4" 

31'5" 

S 

Vaughn DENHAM 

18'4" 

45'1" 


Measurements were also recorded for the distance between Officer PITTS to DEHAM when Officer 
PITTS discharged his firearm. 


Officer 

Distance to DENHAM 

Officer PITTS 

14'9" 


The following measurements were recorded for the distance between OFFICER PITTS and each shell 
casing. 


Description 

Distance 

Casing (Placard #1) 

12'1" 

Casing (Placard ft2) 

12'7" 


A measurement of the width of 1100 S 40 th Street (roadway) was measured at 35’8”. 

A measurement of the distance between the initial contact with DENHAM and when Officer PITTS 
discharged his firearm was 437’8”. 
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CSS SOUTHERLAND and I then responded to 1100 40 th Street for photogr aphs and collection of the 
Taser. 

The following measurements were taken from collected items #22: 

R3: East of the west curb line of 1100 S 40 th Street 

R4: South of the south curb line of the south alley of 4000 National Avenue 


Placard # 

Description 

R3 

R4 

22 

Taser with cartridge 

21' 

482'8" 


CSS SOUTHERLAND and I then responded to 4056 Boston Avenue for photographs and collection of the 
below evidence: 

The following measurements were taken from collected items #23: 

R5: East of the west curb line of 1100 S 40 th Street 

R6: North of the south curb line of the south alley of 4000 Boston Avenue 


Placard # 

Description 

R5 

R6 

23 

Apparent Blood 

31' 

366'1" 


The following additional items were either photographed or collected or both at or near - 4056 Boston 
Avenue: 


Placard # 

Description 

24 

Wallet belonging to VIRGIL (Hood of vehicle) 

25 

Blue Knife (Fence line of 4051 Boston 
Avenue) 

26 

Shirt with apparent blood (sidewalk of 4051 
Boston Avenue) 

27 

Green Medical Marijuana Bottle (On 
property of 4056 Boston Avenue) 

28 

Machete with apparent blood (Rooftop of 
4056 Boston Avenue 


At 0630 horns, CSS SOUTHERLAND, Detective DELGADILLO, and I cleared the scene. 


Reporting Detective T. Demas 


I.D. 6479 Homicide Team: IV 


Approved by: 5VcfoVtdv $5353 


Time: 1500 hours 


Date of this report: 08/16/2018 

































COMMUNITY REVIEW BOARD 
TEAM # 5 

CASE #2018-0452 OIS 


14-53 


Date of Incident: August 8, 2018 

Time of Incident: 1713 Hours 

Location of Incident: 1100 S. 40 th Street, San Diego. Ca 92113 

Date of Complaint: August 8, 2018 

Investigator: Sergeant Cynthia Hanna 

Date Assigned to CRB: February 21,2019 
Date Review Complete: April 26, 2019 


Date CRB Presentation: May 14, 2019 


CONFIDENTIAL: FOR EXCLUSIVE USE OF COMMUNITY REVIEW BOARD AND SDPD 
IN ACCORDANCE WITH RESTRICTIONS ON CONFIDENTIAL PERSONNEL RECORDS 
' PURSUANT TO CALIFORNIA PENAL CODE SECTIONS 832.5, 832.7, and 832.8 


OFFICER INVOLVED: PITTS, Cory L., PO-II, ID #7564 BWC 

Date of Hire: 04/28/2016B 

S.D.P.D. Southeastern Division - 2 nd Watch 


WEAPON USED: 

SUBJECT: 

WEAPON USED: 


9mm Glock, Model 17 Gen 4, SN #BAGP382 
Department issued firearm 


Four-Foot long trailer hitch metal chain 


WITNESS OFFICERS: IWATSURU, Jeffrey, PO-II, ID #7129 BWC 

Date of Hire: 10/25/2013 

S.D.P. D. Southeastern Div ision - 2 nd Watch 

LANGLEY, Emery C., PO-II, ID #7523 BWC 

Date of Hire: 03/03/2016 
S.D.P.D^outheastem Division - 2 nd Watch 

w/m,HHHH 
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Allegation 

Description 

Subject 

Officer(s) 

Witness(es) 

IA 

Finding 

Team 

Finding 

1-OIS 

Officer PITTS was 
dispatched to a radio 
call of a male hitting 
another person on the 
head and torso with a 
machete. 

When Officer PITTS 
arrived on scene, he 
made contact with a 
person who matched 
the description given. 
The male was later 
identjfjerhat Mr. 
Jp|l||m Mr. 
^^I^lran up to 
Officer PITTS patrol 
vehicle and struck it 
with a four-foot long 
metal chain. Officer 
PITTS removed his 
Tasenmd ordered MR. 

BiiilBt^jlrojj^he 

chain. Mr. 
refused and walked 
towards Officer PITTS 
while swinging the 
chain. Officers PITTS 
deployed his Taser but 
it was ineffective. 
Officei^P^nr^ ordered 
Mr.^^^mto drop 
the Chain but he did not 
comply. Officer PITTS 
untimely fired two 
rounds striking Mr. 
—, Mr. 
^^^^|was taken to 
a local hospital. 

Officer PITTS 

Officers 
Iwatsuru and 
Langley 

W/P 

A 

Investigator's Notes: 


CASE NOTES: 

None 
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Check = 
Reviewed 

Resource Item 


Complaint Documents 

X 

Medical Records of Subject 


Video from Complainant 


Audio Recording from Complainant 


Photographs from Complainant 


Additional Materials provided by Complainant 

X 

IA Investigation Report 

X 

Police Officer Reports 

X 

Police Officer Body Work Camera (BWC) video 


SDPD HR Profile Sheet(s) 


SDPD Sally Port video 


SD Sheriff Jail Intake video 


SD Sheriff Property Form 


SD Sheriff Medical Intake Questionnaire 


Interview Audio of Complainant 

X 

Interview Audio of Witnesses 

X 

Interview Audio of Witness Officers 

X 

Interview Audio of Subject Officers 

X 

Interview Audio of Others Contacted 

X 

SDPD Policy & Procedures 


Other: 


INCIDENT SUMMARY: 

On August 8, 2018, at 1711 hours, Officer Pitts responded to a call about a male with a 
machete who had just struck another male. As Officer Pitts was getting out of his vehicle, 
miH^n up to the car andswung a four-foot long metalchain, striking Officer 
Pitts’ vehicle. Officer Pitts ordered ^^^|to drop the chain. kept walking toward 

Officer Pittswhile swinging the chain. Officer Pitts deployed his Taser, which was knocked 
dowrU)v^^^^Hswinging the chain. Officer Pitts drew his duty weapon and pointed it at 
WHHW. while retreating for a block and a half to keep from being struck by the chain. After 
giving multipl^omm^ “drop the chain or I will shoot”, Officer Pitts fired two rounds, 
strikingwas transported to the hospital, where he was pronounced dead. 
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DISCUSSION: 


Boston Avenue. Officer 


Numerous 911 calls were made about a male with a machete at|_ 

Pitt^as the first officer on the scene. His BWC shows that as he exited his vehicle, H 
■HHwas spotted in the middle of the street holding a four-foot long trailer chain. He 
began swinging the chain at Officer Pitts, striking his vehicle. Officer Pitts retreated 


northbound up 40 th street as 


ladvanced on him. 


In Officer Pitts own words, he stated the following: 


“I volunteered for a radio call. It came as a 245 PC. A male had been hit in the head 
with a machete. I went to ^^|Boston Avenue. It took me about two minutes to get 
there. 

When I arrived, I identified the suspect. The information provided on the radio call was 
of a black male with no shirt and black shorts. 

I parked in the intersection of Boston and South 40 th Street. When he saw me he 
immediately ran towards me. I stepped out of the vehicle. He came up and hit the 
vehicle with the chain. He got my hood and windshield. The chain was about four to 
five feet long. It was pretty thick. I then moved behind my vehicle to create distance. 

I told him to drop the chain. He did not comply. I then took out my Taser. I displayed 
it. I worked to create distance by walking backward. He just kept swinging the chain in 
an aggressive manner. I began to fear for my life. I thought I would be hit by the 
chain. He would not listen to any of my commands so I decided to deploy my Taser. 
He blocked the Taser barbs with the chain. They actually got caught inside the chain. 

It had no effect. I immediately dropped my Taser. 

I took out my handgun and I aimed my gun at him and told him, ‘Drop the chain’ and 
‘get on the ground!’ I told him I would shoot him if he did not drop the chain. I was still 
walking backward northbound up South 40 th . He was coming towards me as I was 
walking backward. 

He was upset. He was swinging the chain as he was walking towards me. I believed 
he was going to hit me with the chain so I kept trying to keep a good amount of 
distance between us. There was about a seven to ten feet distance between us. As I 
was backing up, I continued to give him consistent commands to drop the chain. I was 
trying to give him an ample amount of time to cooperate with me. To comply with my 
commands. He never complied. He never dropped the chain. 

As I was walking back I noticed we were heading for National Avenue. I could not see 
what was behind me to include any cars coming. I did not want to walk into traffic. He 
was moving closer. He was swinging the chain more aggressively. He actually 
switched hands and then switched back. I could tell more individuals were on the 
street. I gave him at least ten to fifteen commands to stop. 
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At this point, I felt he was going to strike me with the chain. That is when I decided to 
fire. I felt that if I would have got hit with the chain, it probably would have knocked me 
down to the ground or probably disable me from having my weapon. With his 
demeanor, I felt he would have probably shot me with my own weapon if he would 
have had a chance to. 

I believe I fired two rounds. Both rounds hit the suspect. When I fired my weapon he 
went down to the ground. 

That is when the next officer arrived on the scene. He then tried to get off the ground. 
The officer took him down and attempted to take him into custody by placing handcuffs 
on him. 

He was mumbling the entire time, but I don’t recall what he was saying. I believe he 
was under the influence of some controlled substance. I don’t believe he knew he 
was dealing with a police officer even though I was in uniform. I would describe his 
behavior as erratic. I did not notice much else about him as I was just focused on him 
not hitting me with the chain. 

First aid was then rendered. I believe it was Officer Iwatsuru. Medics were also 
called. He was then transported.” 

Officer Pitts turned on his BWC on the way to the scene and it confirms his statement. 

In Officer Iwatsuru’s interview, he stated he responded to a radio call of an assault with a 
deadly weapon; specific weapon was a machete. Victim had been cut in the head . Officer 
Iwatsuru and Officer Langley arrived as shots were fired. Th ey detaine d by placing 

him in handcuffs. Officer Langley requested paramedics for^^^B Of ficer Iwat suru 
started emergency medical treatment. Paramedics arrived on the scene. was 

transported to UCSD Medical Center where he was pronounced dead. 

Numerous neighbors also confirmed Officer Pitts’ account, and some provided camera video. 

miHH stated he saw ^at the officer, swing at the vehicle twice. Said the 
officer kept stepping backward and^^^B was going at the officer fast. When the Taser 
didn’t work, the officer pulled his gun. 

took a ce H Phone video of the incident and said, “It looked like the officer 
didn’t want to shoot him.” 

saw^^^l with the machete, then saw him with a knife. Heard him say, 
“Give me my chain." 

said, “The chain was getting closer to the officer, and that’s when the officer 

shot him.” 


said, “I heard screaming. I looked out the window. The officer was telling him to 
back off. The guy didn’t listen. He was swinging a chain. I thought he was trying to hit the 
officer. That’s when the officer shot him two times.” 
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g was sitting in her car and stated she heard a voice screaming, then heard 
someone saying, “Stop, stop.” She then saw the officer walking backwards in the street. The 
suspect was following him. I heard the s uspect’s girlfriend saying, “He's on PCP. Don’t hurt 
him. He got a bad dose.” Saic^^^^B, “I heard the gunshots. When I had a view, the guy 
was already on the ground. The officers were taking care of the suspect. They were checking 
his breathing. They were telling him to keep his eyes open. They had some gauze and were 
applying pressure. I am very proud of them.” 

San Diego Police Department Procedure 1.05, Firearms Procedure, Section III, B, 2, 
(06/20/17), 

B. No officer shall discharge a firearm in the performance of duty except: 

2. When the officer has a reasonable belief that a subject (or animal) possess 
an imminent threat of death or serious bodily injury to the officer or another 
person. 

was armed with and swinging a four-foot trailer hitch chain when Officer Pitts arrived 
on the scene. Officer Pitts was responding to a radio call of a man w ho had struck a nother 
male with a machete. (The victim was transported to the hospitalwith^^^^^^B 
injuries.) When Officer Pitts attem pted to m ake contact with ^^^^^^^^^struck Officer 
Pitts’ patrol vehicle with the chain. t hen bega n moving directly towards Officer Pitts. 

Office r Pitts ba cked up down the street giving multiple commands to drop his chain. 

When^J^B d'd n °t comply with Officer Pitts’ orders, Officer Pitts attempted to stop 

forward progression by deploying hi s Taser. The Taser was ineffective. Officer 
Pitts then removed his duty weapon, aiming at as he continued to move back down 

the street. Based on the BWC footage, Officer Pitts gave clear commands of, "Drop the 
chain and get on the ground or I will shoot you." never deviated from moving 

forward on Officer Pitts, shifting the chain from hand to hand. 

Officer Pitts then fired his weapon at During his interview with the Homicide Unit, 

he clearly articulated his belief that if he had not shot, he would have been seriously injured 
or worse. 

(Officer Pitts’ firearm was a Glock, model 17. On examination by the Criminalist, the 
magazine contained fourteen cartridges. All cartridges were consistent with Department 
issued ammunition. He qualified with his duty weapon on 9/29/2017.) 

San Diego Police Department Procedure 1.04, Use of Force, Section III (03/08/18), 
states in part: 

The San Diego Police Department recognizes and respects the value of human life, 
having this as its highest priority. It is the policy and practice of the Department to train 
its personnel in the use of the safest, most humane restraint procedures and force 
options currently known. The Department seeks to demonstrate integrity and make 
decisions that are fair, respectful, lawful, and based on good judgment. 
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Penal Code section 835a authorizes an officer to use reasonable force to make a 
lawful arrest, prevent an escape, or to overcome resistance. Officers are not required 
to retreat or desist from their efforts by reason of resistance or threatened resistance 
of the person being arrested. 

The evaluation of an officer’s use of force will be undertaken from the perspective of a 
reasonable officer on the scene, not through the 20/20 vision of hindsight. The central 
inquiry in every use of force case is whether the amount of force used by the officer 
was objectively reasonable in light of the particular circumstances faced by the officer. 


San Diego Police Department Procedure 1.04, Use of Force, Section IV (03/08/18), 
states in part: 

E. Deadly Force - a force that creates a substantial risk of causing death or serious 
bodily injury. 

CONCLUSION: 


San Diego Police Department procedures state when an officer has a reasonable belief that a 
subject poses an imminent threat of death or serious bodily injury to the officer or another 
person, the use of a firearm is allowed. 

Based on Officer Pitts’ statement, San Diego Police Department procedures and the 
investigation conducted by Homicide Team IV, Officer Pitts used his firearm to stop an 
imminent threat of great bodily injury or death to himself and others. The District Attorney’s 
investigation agreed that the decision of Officer Pitts to use deadly force was reasonable, 
legal and WITHIN Department Policy and Procedure. Team 5 agrees. 
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CHANGES MADE DURING CASE REVIEW 


Number 

(how many) 

Category 

Description of the Change 


Allegations 



Findings 


Yes/No 

Category 

Optional Description 


Interviews 



Evidence 



Policies 
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TEAM CONCERNS AND ISSUES: 

(CRB: replace with issues not limited to this case or "None") 
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